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STEEL BDeILERS 


RIVETED 
of the 


Heating Boiler over the 25, 30 and 


more years a Kewanee will be “on the 
job” and the purchase price becomes relatively unim- 
portant. The first few extra years of service more than 
offset any small additional amount originally paid. 











On top of that, a Kewanee Owners know that a Kewanee 
will save fuel every vear of its in the basement adds to the 
existence. So that in the end value of any building. So they 
it actually is the most econ- “Build from the Boiler — UP,” 
omical boiler that canbe had. invariably selecting Kewanee. 


KEWANEE, BOILER CORPORATION since nes princi tte 
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Number One V ogel Frost 
Proof Closet. Simple in 
operation. Sturdy in construc- 
tion. Half a million in operation. 


WHY EXPERIMENT when 
there are 500,000 Vogel Frost- 
Proof Closets giving complete 
sie satisfaction? 


nn is 
/ 


Just think of the simplified construction of the Vogel 
Frost-Proof Closet. Nothing to get out of order, and very 
infrequently a washer to be renewed. 


Then, again, look at the ease with which Vogel Frost-Proof 
Closets can be connected up—no complicated piping— 
nothing to lose time for your workmen. You make good 
profit out of every Vogel that you install, and you give 
your customers the best Frost-Proof Closet in the world— 
500,000 in use proves this. 


Vogel Frost-Proof Closets are being advertised to factories 
plants, and your customers everywhere. Tell us if you 
want blotters, folders, stickers, to send out in your mail. 
We’ll imprint them with your name and address—fur- 
nished free, of course. 


JOSEPH A. VOGEL COMPANY 
Wilmington, Del. St. Louis, Mo. 
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The wind was blowing 
From all directions 
As Coldie tightened 
The Last connections. 


‘*There’’—said Coldie, 
**She’s ready to run; 

‘‘We might as well start her 
*‘And have some fun.”’ 


‘‘A brand-new machine, 
‘‘With a treadmill and wheels 
“And a drill that’s as smooth 
‘“*As a barrel of eels.’’ 


**Soon you will see 
**How smoothly it works 
“It runs very easily 
“Without any jerks.’’ 


‘‘The machine is designed 
“For only one reason 

‘*To crack all the Vogels 
‘*Encountered next season. 


‘*There’s only one thing 
“That I’m worried _about— 
“*Is—just how long 

“Will your feet hold out? 


‘** ‘Cause Vogels are tough 
‘“*As a barrel of nails; 


**‘So I’m not going to blame you 


“If this one fails.’’ 


© J.A.v. CQ. 
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Coldie Invents a “New “Machine 





Vogel Frost Proof 


Hydrant. Install it 
in Garages. 








L, Frost-Proof Products 
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Wse 48% Less Fuel 


HEGGIE-‘SIMPLEA 


‘The two Heggie-Simplex Boilers in our buildings at 
Armour Blvd. and Campbell St. are two years old and 
have given perfect satisfaction in every way. 

‘*These two boilers are overloaded to the extent of 
some 750 feet of radiation, but have carried the load 
at 12 degrees below zero with apparent ease. 

‘On checking the consumption of fuel oil based on 
number of feet of radiation, also type of building, fig- 
ured onacomparative basis with other makes of boilers, 
we find that Heggie-Simplex is more economical.’’* 


C. O. Jones Building Co., Kansas City, Mo. 
By N. W. Duff 


*A recent check showed that the owner’s oil bill for heating these twin 
apartment buildings has averaged per square foot of radiation only 7.8c. 


The owner advises us that the cost of heating another apartment 
building of the same type, using another make of steel boiler with an 
oil burner similar to that used in the’ Heggie-Simplex boilers, has 
averaged per square foot of radiation 14.9c. 


Heggie-Simplex engineers can show you also how to obtain impor- 
tant savings in heating costs. Ask for one to call. Heggie-Simplex 
Boiler Co., Joliet, Illinois. Representatives in principal cities. 
Telephone and address listed under ‘*Heggie-Simplex Boilers.”’ 


STEERER HEATEANG BOFELERS 
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With its 
new type | 
size, “Do- | 


mestic En- | 
gineering” | 
has im- | 





proved its 


appearance 
an g@reat 
deal. 











We hear a great deal about the “moderne” in art, furniture, automobiles and whatnot, so we weren't surprised when one of 
our artists suggested something along that line for a front cover. The result is on the front of this issue, and we have to 
admit surprise at the results accomplished by the moderne influence. It illustrates the ar- 


ticle on electric heating very aptly. 


ERHAPS the most modern method of heating 

up to the present time is the use of electricity in 
vapor heating and this issue contains an article on 
the subject called, “Electric Vapor Heating in Ger- 
many,” written by R. M. Muller, a well-known heat- 
ing engineer in that country. In most localities in 
this country, power is still a little too expensive to 
be used for residential heating purposes, but already 
it is used in a number of industries. The time will 
no doubt come when our homes are also heated by 
electricity, and when it does, heating contractors 
should be ready for it. 





N interesting story is contained in the 

merchandising section this week, as well 
as a timely appeal for window displays and 
advertising. The story is “How to Sell 
Specialties and Remodeling.” For many 
months remodeling has been the by-word of 
the plumbing and heating industry. Since, 
in fact, the subject was first brought to the 
attention of our industry by DOMESTIC 
ENGINEERING. Selling remodeling has been 
proved a successful and profitable venture 
for the plumbing and heating contractor, and 
this story tells how one live Texas merchant 
cashed in on remodeling work. His sales of 
specialties also aggregated a sizeable amount, 
and are described in the section. On Page 66 
of the section is an interesting suggestion for 
the application of the Mother's Day senti- 
ment to the sale of plumbing and heat- 
ing equipment. 





HEN President Hoover was inaugurated, the 

plumbing industry felt that it had a friend in 
the White House on account of the fact that Mr. 
Hoover, when Secretary of Commerce, had had 
enough to do with a proposed code of minimum 
plumbing regulations to have the result known as 
the Hoover Code. That code has been used as the 
basis for a number of state codes and municipal ordi- 
nances, and has been the subject of much discussion. 
R. M. Starbuck, Jr., adds to that discussion some of 


his views by way of an article in this issue. 


Your Edit 


66 yen ENGINEERING has the welfare of 

the master plumber and heating contractor in view 
at all times, and I am personally statisfied from past 
experience that you are doing your share to try to elevate 
the industry to the higher standard which it deserves.’ — 
So Henry J. Foell, plumbing and heating contractor of 
Meriden, Conn., voices his opinion. 





N SETTING aside a certain amount 
I of time on each day of its conven- 
tion program, the National Association 
of Master Plumbers reflects the grow- 
ing feeling on the part of the retailers 
in the field toward the desire for more 
knowledge on the subject of selling. 
Sessions of the convention are to close 
early in the afternoon, in order that 
the delegates may attend these educa- 
tional programs, and so prepare them- 
selves to take their proper places in 
the new order of selling to the con- 
sumer. 





I HEAR stories of old-time master plumbers 

and heating contractors whose entire book- 
keeping systems are said to have been kept on a 
scrap of paper in their hip pockets. It isn’t anv 
wonder, if these stories can be believed, that the pub- 
lic got its attitude about the plumber overcharging. 
In fact, it is rather a miracle that any of the type 
stayed in business at all. Such methods cannot be 
used today, however, when jobs are obtained with 
such narrow margins of profit, if any. Better ac- 
counting systems must be used. In this issue is the 
second of a series of articles on accounting by A. J. 
Peel. It describes the mechanics of accounting. 





N January our merchandising feature 
I section dealt with the subject of 
color in plumbing ware. The response 
was immediate. In adding color to their 
products manufacturers have increased 
the saleability of plumbing goods. In our 
next issue the second of our feature sec- 
tions on color will appear, embodying 
more of the practical helps contained 
in our last section. 


The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 
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WOLVERINE 





Dependable 


Dependability —a vital 
matter to users of Plumbing 
Goods is one of the out- 

Ee standing characteristics of 
ae pitta m_— Wolverine Products. 

But something more 
than dependability is de- 
manded from the Wolver- 
ine Brass Works—that 
‘‘Something More” is the 
constant quest for improve- 
ments in order to maintain 
and safeguard the leader- 
ship that years of experience 
and research have won. 

It has always been Wol- 
verine policy to manufac- 
ture Brass Goods that will 
redound to the credit and 
prestige of the plumber who 
installs them. 


Wolverine—‘‘ Dependable 
Brass Goods’’ 


WoLvertve Brass Works 
GRAND RaPIDs MICHIGAN 


We sell the retail plumbing trade 
exclusively 
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Excelso Water Heaters 
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Three No. 35 


Excelso Indirect Water 
Heaters furnishing com- 
pletely the needs of 58- 
Family Apartment, 1649 
Nelson Ave., Bronx, N. Y. 
Arch’t, Chas. Kreymborg 
& Son. Plumbing and 
Heating Contractor, J. J. si Se all 
Lavender Co.. 838 Court- ' ———— aio — pease (ine 
landt Ave., New York City. em ee 
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SIZES FOR ONE FAMILY... 








+ SS TARAS EE TS 























May 4, 1929 DOMESTIC ENGINEERING 


Preferred by the Trade 


yu can class a product 
by the company it keeps. 
The better plumbing and 
heating contractors 
everywhere depend on 
Excelso for perfect hot 
water performance 
and liberal profits. 










Write for catalog showing four- 

teen typical installations and 

giving valuable fixture and tank 
capacity information. 





Removable copper coils with patented 
ground joint brass connections—exclu- 


Excelso Products Co rpora tion sive with Excelso Water Heaters. There 


is no substitute for Excelso, in design 


57 Clyde Ave. Buffalo, N. Y. or profit. 


NATIONALLY DISTRIBUTED BY LEADING WHOLESALERS AND BOILER AND RADIATOR MANUFACTURERS 





Sold by All Plumbers and Steamfitters 
OR ONE HUNDRED FAMILIES 
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The high velocity ob- 
tained in the stream of 
water from a fire hose by 
the use of a nozzle illus- 
trates the Pacific side- 
connection principle. By 
confining rising steam | 
and water to restricted 
outlets, forced circula- | 
tion results. | 


circulation 
in the 


Pacific 





Why a nozzle on a fire hose? Necessity for velocity! 


How do you get velocity? By reducing the diameter of the 
orifice! 


A simple and well-known principle of hydraulics. 


Apply this principle to the well-known fact that the ability 
of water to absorb heat from a surface is proportional to the 
velocity of flow of the water across that surface, and you have 
a picture of the positive circulation feature in the Pacific Steel 
Heating Boiler. 


The Pacific side-connections do the work of the hose noz- 
zle. The steam and hot water, instead of rising sluggishly 
through free waterways between the fire-box water-jacket and 
the shell (as in other boilers), is shot up through properly 
proportioned connecting orifices into the shell and across the 

boiler tubes at a high velocity. 


{HOQUUOERUUOUCUOTOOAOSOORGOOGRTEUUOOUAUALAGAGAGOGGELOUOUUUUOUAAEOASNASEGEOOODAUUUUOTOAESEYOOOGGGOORGEGEREOEEUUUCOUUUUGAEOESEAQGGREOGEEOEEOUOUOUOUOUUOOOOOEOOOGGRENEGEETAEUUUUAUOAAAASAOGAGAEETA AUT AAAAAAUEA RETA 


Forced 








A fy VSS SLL ALS 


STEEL HEATING BOILERS 
AND CAPITOL RADIATORS MAKE A LOGICAL COMBINATION 


(HEHOUUEEOOOUTAGUOUARUUOUUAOOOOUEOEOUEEOOOO TAREE CUAEOLUEAOUUAESOUUOUOEEEUA TEE A ARETE 


Result: Steam bubbles that form on and insulate the tubes 
are “scrubbed” off by this forced circulation. A greater amount 
of heat is thus absorbed by the water. 

There is a Pacific installation for your next building which 
will give you the maximum in fuel economy with greatest 
ease in maintenance. Write for literature on all types of 
installations. 


PACIFIC STEEL BOILER CORPORATION 
Factories: Waukegan, IIl., Bristol, Pa. 


Sales Offices in 58 Cities 
Division of United States Boiler Corp., Detroit, Mich. 





tae Brine DARE Rast ah 





TENS REL 





May 4, 1929 





<TR SE RL Teo! : 












hich 





would you 





choose? 


These two oranges look good. But, 





inside, one may be unusually juicy; 
the other “pulpy”. Choosing the 
best one is largely guesswork . . . 


until you analyze them both. 





Judging the construction of various boilers, too, is 
often largely guesswork, unless you look inside and 
carefully observe how they are designed and built. 
So the alert steam fitter today analyzes. And he 
is richly rewarded! 


... he finds three distinct features that end fuel 
waste and contribute to scientific combustion. 

The first is: All grates in the fire box are shaking 
grates. The second is: Rounded “live fire” corners 
in the fire box. The third is: Added combustion 


space. 
As a result, he finds that the fuel in this jacketed 


DOMESTIC ENGINEERING 


boiler is more completely burned. The fire burns 
bright and clean at every point. It lasts a long time 
and requires only infrequent attention. Costly 
waste down into the ashpit is definitely ended. 


Yes, the inside of any Weil-McLain Boiler tells 
volumes concerning the long years of scientific re- 
search, skillful engineering, careful thought for the 
user of the boiler, as well as for the heating con- 
tractor who installs it, that have gone into its de- 
sign and making. 


Weil-McLain Boilers excel in fuel combustion, 
heat utilization, convenient operation, in meeting 
modern fuel trends and in ease of installation. 
They aresupremelv efticient. They fight fuel waste. 


WEIL-McLAIN COMPANY 


General Offices Boiler Factory Radiator Factory 
Chicago, Illinois Michigan City, Indiana Erie, Pa 
“SEE THE WEIL-McLAIN JOBBER IN YOUR 


TERRITORY” 
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Domestic Engineering Catalog Binder 





The SPEEDLOK is a quick operating catalog binder 
designed to fit reprints of catalog pages in “Domestic 
Engineering Catalog” as well as all other catalog pages that 
conform to the standards adopted by the plumbing and 
heating industries. 


Easy and speedy operation are special features of this 
binder. A slight pull on the concealed bar under the top 
cover unlocks mechanism when sheets are _ inserted. 
oeeeee with bar for removing sheets when changes are 
made. 


Minimum capacity 114 inches. By simply unscrewing 
extension posts capacity can be extended to 2% inches. 
Works perfectly for all requirements—either a few sheets 
or filled to capacity. 


Covers are bound in heavy black Levant Grained Fabri- 


coid, semi-flexible, very durable and attractive looking. 
Price of binder —$3.00 each. 


The loose-leaf system reduces to the minimum 
the bulk and weight of catalog material required 
by the salesman. Only matter actually required 
tor selling purposes need be carried in the binder. 
It does away with the necessity of carrying 
entire catalogs, booklets and circulars of various 
sizes and shapes. 


Salesmen using the loose-leaf system have a 
great advantage over men not using this equip- 
ment—to say nothing of the added convenience, 
time and labor-saving features. 


With a modernly equipped loose-leaf binder, 
the salesman can present his products in a more 
comprehensive manner than it is possible to 
accomplish by the old methods. Having all his 
material up to date in compact form and easily 
available, he can show ee specifications, 
answer questions or quote prices more readily. 


Prices on quantities on application. 


Especially designed for the standardized catalog page 
adopted by the plumbing and heating industries 


To unlock Binder—Pull out slide 
bar in wing. Top cover will 
immediately fall back. 





To lock Binder—bring top wing 
back over the posts—be sure posts 
fit in the holes in the top wing—then 
push in slide bar. 


Separate the sheets where desired 
and slip sheets off the posts. Take 
out sheets or put in new ones as 
desired. These three moves take but 
a few seconds. Each operation is a 
natural one. 





To increase or to decrease the capacity 
of the binder is a simple operation. 
The two posts are so constructed that 
they can be easily raised or lowered 
to meet the height requirements. 
Binder posts can extended from 
11% inches to 2 inches. 











= 
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Many master plumbers and steamfitters assem- 
ble working catalogs from standardized catalog 
sheets filed in binders. 


Domestic Engineering is in position to furnish 
without charge, upon request, loose sheets— 
which are reprints from catalog pages appearing 
in “Domestic Engineering Catalog’—of several 
hundred manufacturers. They are standard 
catalog page size—1054x81%4 inches—are printed 
on a good grade of light paper and punched 
according to the standard adopted by the plumb- 
ing and heating industries. These sheets fit the 
SPEEDLOK binder. 

When orders for binders are accompanied by 
requests for catalog reprints the binders will 
be equipped with the sheets desired and shipped 
complete. 

Write for full details regarding loose sheets 
and binders. 


Domestic Engineering Company 


1900 Prairie Avenue 


(Catalog Dept.) 


Chicago, Illinois 
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THE CELEBRATED SKIP TOOTH DIE 


(Genuine Nye) 


REG. U. S. PAT. OFFICE 
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Patent Pending 


NEW NYE 
No. 00 Ratchet Stock 


Capacity 14” to 34” inclusive 


Net Price 
No. 00 complete 1%" to 34”........$16.63 
EE ee re 
14” Die Head with Die........... 2.80 
14” Die Head with Die........... 2.80 
3.” Die Head with Die........... 2.80 
4” Die Head with Die........... 3.15 
34” Die Head with Die........... 3.15 
Dies only, each size.............. 1.93 


West of Rocky Mountains 
5% Additional 


aw »—tl 


Nye Drop Forged Pipe Cutter 


Net 
No.1-A %tol inch..........$2.75 
No.2-A Uto2 inch.......... 3.30 
Nea3A § ted meb....«......688 


t= a 


Nye Saunders Pipe Cutter 





Net 
No.1 M%tolinch.............$ 2.00 
a ee 
Se eee - 
= ee § rere eT 12.00 
2 lll eee 18.67 





Celebrated 
Solid Skip Tooth Dies 
(Genuine Nye) 
The Nye patented feature of removing 


every alternate tooth in the back of the 
die to reduce friction is used in Genuine 
Nye Solid Skiptooth Dies. These dies are 
hardened and tempered in oil and made 


of finest tool steel. 


A Letter from Harry G. Nye 
May 4, 1929. 


To the Plumbers and Steamfitters of 
the U. S. A. 


The plumbers around Milwaukee 
are some bowlers. I mean fellows 
like Leo Jeske and Ed Ligman, of the 
Fennig Plumbers. And I don't mean 
the flowing bowl but the rolling 
ball. Just set 'em up for these 
lads——I mean the pins-——and they will 
make a noise like a runaway truck. And the Grunau 
Plumbers are so good they can shoot at the 7-10 split 
and make a strike. 

Bowling is a great game. All you need is ten 
pins, a maple alley, a dirty towel, an arm like Demp-— 
sey has, and an eye like an umpire hasn't, and a man 
can shoot 137, if his luck is good. I've bowled a 
little, but what I needed wasn't an alley but a 
Street. A preacher once said I would land in the 
gutter yet. He must have seen me bowl. 

I'll say this for bowling compared with some 
things, not mentioning any games. You don't take a 
Swipe at the ball and then look for it the rest of the 
day. And you don't have to beat some farmer out of 
his farm giving him $150,000 for 80 acres that is 
easily worth $25 an acre, before you can find a place 
to play it. You don't drive twenty miles to walk five. 

But I don't want to be a pinboy. The pinboys at 
our place struck one night (it was the only strike 
seen there that week) so I offered to set ‘em up. 

The pins, I mean. Then some big steamfitter shot a 
couple of tons of mineralite in my direction, and they 
had to call out the hook and ladder truck to get me 
down from the girders. 

I saw the lignum vitae, or whatever it was, com— 
ing, and I went up hand over hand, thanking heaven 
that our ancestors were apes and I remembered how. 
Yes, bowling is a great game, but not for the pinboys. 
A bowling ball is one thing that is more blessed to 
give than to receive. 

But I know of only one thing finer for electri- 
cians, steamfitters and plumbers than bowling, and 
that is Nye Tools. They work so much -faster and 
easier that a man can shoot a hundred frames at night 
and never mind his work the next day. Use Nye Tools 
and enjoy life.- They shoot 300, every time. 


Faithfully yours, KH. F Ft 





Copyright 1929 by Harry G. Nye. 
All Rights Reserved. 
OTHERWISE KNOWN AS 


THE NYE TOOL & MACHINE WORKS 
MANUFACTURERS OF HIGH GRADE PIPE TOOLS 
4120-30 Fullerton Avenue Chicago, Illinois 





THE CELEBRATED SKIP TOOTH DIE 


(Genuine Nye) 


REG. U. S. PAT. OFFICE 
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‘‘Well we'll have to ‘lead-it-up,’ 
to stop the leak.”’ 


Those words are familiar to every 
man who has installed a cleanout 
plug. Work and worry— fuss and 
fume— and still they leak! 


But not with SUPREMO. When 
you install it and put your water 
test on the line you KNOW, in 
advance, that the tapered con- 
tact will keep it from leaking 
forever. 


It is this tapered contact and the 
lead seat and the Udilited Cast 
Iron, of which Supremo is made, 
that makes it THE PERFECT 
Cleanout Plug. Because it is 
made of treated cast iron it can- 
not stick—-corrode or “nature 
weld’’—-ever. Because of tapered 
contact which makes a ground 
joint seat it cannot leak. And it 
is caulked the same as any regular 


plug. 
Send for Pamphlet and Sample. 
S PLUMBING PRODUCTS 
MADE FROM VIRGIN METAL 


ee oe 
. 


f 
a. ——S> Los Angeles Seattle 
~~ San Juan, Porto Rico 
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ENGINEERING 
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Fig. E—116-118 


Patent Pending 


J. A. ZURN MEG. CO. 


ERIE $3 PENNA. 


Sales Offices in the following Cities 


Boston New York Philadelphia 
Pittsburgh Chattanooga Chicago 
Minneapolis Denver Dallas 
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Cleanout P lug 
~ Leaks Forever ~ 
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Draw Another Ace 
to Your Hand 
With 











« 
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Jaecketed In Color— 


OU who sit in on the heat- 
ing game know the winning 
capacities of all Water Tube 
Type Burnhams. This new one 


is full brother to the ones you 
=7 4 | Snel know so favorably. 


Its smooth, cleverly fitted jacket 
and thorough insulation, dub it 
an ace in any pack. 


TUBE ~ 
TYPE 7% 27 1A TUBE TYPE 36” 
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Ae ne: With this card added to your 
% hand, you’re ready for the show- 
down, any time, anywhere. 
Don't stand pat until Burnham, 
Jacketed in Color slips into your 
hand. " 
a 
. 
* 
YT] 
; s 
Send for the cold facts x, 
about this hot boiler. a. 
: The whole layout will a. 
‘ suit your game toa dot. x 
: 
| * 
. ms 
BEBE SEeEeSeBHBEHBEHREeHRE eee eee se (Sa eeeHeeeeee eee eee ee 
See eee 
« 
- * 
* * 
: : 
« 7 
: a 
* a 
. IRVINGTON, N. Y. ., 
s { 
« Representatives in all principal Cities of the United States and Canada x. 
: = 
BREE EBSBESBSBEESBESSEs SE S&S BEeEBSBESs & Sage | 
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» LEAD ; » The dependable metal 


Modern life calls for convenience. It also calls for a show of beauty. 
But what are these values worth if beneath them there is not a solid 
foundation of endurance, of dependability? Lead has stood the test of 
dependability for many centuries. It stands today as the plumber’s great 
ally in giving long lasting satisfaction and service. For lead is tough, 
elastic, withstanding shocks and disturbances that break other metals. 


tices. The Eagle-Picher Lead Company, 134 North La Salle Street, Chicago. 


EAGLE ++,» Pipe» Fittings » Solder 
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Jenkins vatves THE “DIAMOND” 











Valves that “shut off” tuture emergencies 


When a }fenkins installation in a 
plumbing or heating system has 
been completed, the contractor 
may confidently say, ““That job 
is completed.’” No need to worry 
about future emergencies due to 
valve trouble. Jenkins Valves 
“shut off” that possibility. 


Because when you install a Jenk- 
ins, there are no ‘“‘comebacks.”’ 
Jenkins Valves are made to oper- 
ate easily, to seat tight when 
closed and to stay leakproof. Pre- 
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et ag. is * =" 
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Above, left Fic. J J2, Jenk li Standard Tron Bo ly Glob. j al , 
&5 ty Jenkin Low Bonnet Radiator Angle Valve. 


cision threading of pipe ends facili- 
tates installation. Highest quality 
metals and careful casting, accurate 
machining and assembling assure 
a valve that will stand up under 
the strain of frequent opening and 
closing, and of pipe settling. 


There is a Jenkins Valve for 
practically every plumbing, heat- 
ing, fire protection and power plant 
requirement. In bronze or iron, in 
standard, medium or extra heavy 
pattern, at your supply house. 


JENKINS BROS. 


80 White Street, New York, N.Y. 
§24 Atlantic Avenuc, Boston, Mass. 


133 No. Seventh Street, Philadelphia, Pa. 
646 Washington Boulevard, Chicago, Ill, 


JENKINS BROS., Limited, Montreal, Canada; London, England 
Factories: Bridgeport, Conn.; Elizabeth, N.J.; Montreal,Canada 


Jenkins 


VALVES 
Since 1864 
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THATCHER 
**ELITE”’ 
ENAMEL 

JACKETED 
BOILER 


No Cobwebs on this 
Boiler, Mister Dealer! 


This boiler is selling. Sales mean 
profits. Priced right — built right 


Thatcher *“*“Gothic”’’ KMadiators 


cae mutaet “ce ~~ and easy to install. It is the 
faders Thatcher “Elite’’ enamel jacketed 





boiler. Attractive and substantial 
appearance. Neat,tight fitting case. 
Suitable for use with coal, oil or gas 
fuel. Economical beyond belief. 
Dependable. Write today for free ‘‘Elite’’ folder. 


THE THATCHER COMPANY 


39-41 St. Francis St... Newark, N. J. 
New York: 21 West 44th St. Chicago: 341 No. Clark St. 


THATCHER 


BOILERS - RADIATORS - FURNACES > RANGES 
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STOCKHAM ACCURACY 
produces sound fittings 














if | 


Stockham Fittings are sound—no sand holes or weak- 7" 
nesses to cause leaks. They are made from strong, clean 
iron selected and melted under laboratory control; they ) 
‘ are cast in accurate molds by skilled workmen using the rf 
most up-to-date machinery and methods. All Stockham 
Fittings get two or more individual inspections and tests 
before they reach you for the job where their accuracy 
saves your time and money. 


Buy Stockham Fittings from your wholesaler. His stocks 
of Stockham Fittings and of all the materials you need 
are maintained for your best service. 





A handy vest-pocket catalog of fittings showing dimen- 
sions and prices will be sent on request. 


STOCKHAM PIPE & FITTINGS CO., Birmingham, Ala. 
Stocks in Boston, New York, Chicago, Tulsa, Los Angeles 





Be sure the name STOCKHAM is on the Fittings you buy 


STOCKHAM FITTINGS 


CAST IRON ELECTRIC CAST STEEL MALLEABLE 
Screwed—Flanged—Drainage Screwed—Flanged Standard—Extra Heavy—Oil Country Malleable 
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This AUTOMATIC 


demands 
Automatic 


Heating 


The swing to automatic heating, gathering 
new strength every day, is already one of 
the most powerful buying forces in heating 
history. More and more new heating plant 
installations are automatic. Practicallyevery 
owner of an old heating plant is wondering how 
he can make it more automatic, and how soon he 
will be able to do it. 

















Never before has there been such a responsive, 
ready-to-buy market for automatic temperature 
regulators, the first necessity of automatic heat- 
ing. Heating contractors who handle the Jewell, 
product of the pioneer manufacturer of tempera- 
ture regulators, are ready to take advantage of 
this situation. They feature the Jewell and sell 
more heating plants, on the basis of modern auto- 
matic heating rather than 
price. And they also find the 
old-home market a source of 


big profits with the Jewell. 












— Every Jewell sale in this wide This red motor iden 

. . n 

market is the stepping stone a peau inks. ane 

e matic temperature 

ewell to profitable repair and re- regulators for every 
type of heating plant. 


Terrase ar’ 


placement jobs. 








Send for the Jewell catalog today. 


ie 

Sides tens dite teemeill tea Get the facts on the Jewell and learn 

today. It gives you the com- why it is a real business-builder in 
me = this age of Automatic Heating. 


MINNEAPOLIS-HONEYWELL REGULATOR COMPANY 
Executive Offices: 2801 Fourth Avenue, So., Minneapolis 


Factories: Minneapolis, Minn. and Wabash, Ind. 





ew elleee 


TEMPERATURE REGULATOR 
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HOTSTREAM Plumbers 
Get the Business 


mai 


It’s simple as two and two. They’re able 
to supply every need with highly efficient 
Hotstream Heaters which assure superlative 

hot water service. 


HOTSTREAM KEROSENE 
HEATERS 


give them a powerful profit-hold on the 
great suburban market-—-out beyond the 
gas mains. These heaters come in three 
sizes. Their amazing capability is due to the 
Quadruple Coils of Copper and the 
Kerogas Patented Wick Burner. 


UAE 


titwdtv ada 


A {CU 
/ 


HOTSTREAM AUTOMATIC on 50 tae, ane 
STORAGE SET aa Toe a 


capacity 


gives them the opportunity of doing business 20 K. W. 


with scores of homes having good tanks, but 
not wanting to sacrifice them for complete 
new outfits. Hotstream Plumbers, in just a 
few hours, can convert a good tank into an 
automatic storage heater—by using the 
Automatic Storage Set. It’s surprising to 
see how many homes are interested in this 
service once they find out about it. 


HOTSTREAM AUTOMATIC 
STORAGE HEATER 


for homes and apartments. This is a great 
Heater because of its seven remarkable fea- 
tures—and the fact that it places a_ side- 
arm outfit WITHIN THE REACH OF 
EVERYBODY. 








Don’t delay enjoying the business you as a 
Hotstream Plumber can command. Write 
today for ful! details on these quick-selling 

products. 





THE HOTSTREAM HEATER CO. 


** Makers of Heaters that Heat’’ 
CLEVELAND * ‘ OHIO 


No. 20 U. B. Storage Set, List 

Price $28.00. Consists of Hot- 

stream Heater equipped with 

Barber Burner, ‘‘Thermowell’’ 

Thermostat and Draft Regu- 

lator. You supply the tank 

(alsocover if desired) and 

labor. 
Snap action Thermostat with dual 
drilled burner or throttling type 





Thermostat with Barber Burner are 
optional on Automatic Storage Sets. 
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is the New Smith Number 


A new boiler for small homes 
that sets a new standard of 
efficiency in combustion and in 


heat absorption 


\ OW it is here and it 

is an H. B. Smith 

soile and = tl h. Small, rec 

oiler through and through. Small, rec- 

tangular, tubular. As scientific as the modern 
steam power plant. 


Generous fuel capacity insures long firing 
periods even in coldest weather and ability to 
keep a low fire in moderate weather without 
going out. Extra space above fuel bed to give 
gases plenty of time to burn, and auxiliary 
air supply to insure complete combustion. 


Fire brick lining keeps fire burning over 100% 
of grate area. Radiant heat effect of fire brick 
is most advantageous for oil or gas burner. 
The neatest ash pit for oil or gas installation 
ever devised. 
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xtra large Fire Surface gives capacity much 
greater than will ever be required. A hand- 
some scarlet jacket makes it a beauty spot in 
the cellar. 


It was designed to give your customers 
absolute satisfaction in economy and com- 
fort. Wherever you install the New Smith 
No. 16, you'll make a friend. All you have to 
do to close a sale is to refer your prospect to a 
man who already has an H. B. Smith Boiler. 


Write for full details. Address H. B. Smith 
Co., Dept. A-60, Westfield, Mass. 


THe H-B-SMITH 


. BOILERS & RADIATORS , 
' Used in Sine homes and buildings since L860 





The H. B. Smith Boilers for steam, hot water and vapor heating; radiators; 
and hot water supply boilers; for every type and size of private home, office 
building, factory and public building. 


Sales Offices and Warehouses: 


New York: 10 E. 41st St. Boston: 640 Main St., Cambridge 
Philadelphia: 49th St. and Grays Ave. 


Cleveland: 1108 Webster Ave. S. E. Westfield, Mass. 
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Myers Self-Oiling Engine Driven Deep Well UNNING water at the turn of a faucet—have it with 
Power Pump with engine connected to pressure & Myers Self-Oiling Engine Driven Power Pumps and 
tank. A deep well outfit that will supply an Water Systems—the new simple and compact units with 
abundance of water to the home, farm, summer engine mounted on head of pump ready to be connected to 
cottage, service station and similar places. pressure tank (any style) and power and water lines. 


Easy to install and maintain, dependable and economical 
to operate, for either shallow or deep wells, they answer the 
eall for running water in suburban or rural districts, in 
small town and village homes or for cottages, hotels, camps, 
service stations, where high line electric service has not as yet 
arrived. 

The pumps, our famous self-oiling line, with positive self- 
lubrication, housed working parts, improved gears and 
bearings, extra large valves, unrestricted water ways and 
many other desirable features speak for themselves in 
thousands of successful installations. 


The engines, a high grade line, are mounted on head or 
frame of pumps. Engine rails are the same as for motor 
mounting, permitting of motors being substituted for 
engines should electricity be available later on. Full power, 
air cooled, with hot spark high tension magneto built in, 
they are always ready and easy to start. No cranking—step 
on the starting pedal—a woman or a child can do it easily. 
By using a circuit breaker pumps stop automatically. 

Your customers will welcome this splendid new line of 
Myers Self-Oiling Engine Driven Power Pumps and Water 
Systems. You will welcome the business and profits it pro- 
duces. The right thing to do right now is to write or wire us 
for literature and prices. 


THE F. E. MYERS & BRO. CO. 
ASHLAND, OHIO 
PUMPS — WATER SYSTEMS + HAY TOOLS — DOOR HANGERS 


‘ 
Myers Self-Oiling Engine Driven Deep Well 
Power Pump with 34 H. P. Engine complete ex- 
cept down or suction pipe and lower cylinder 
ready to be connected to water lines and pressure 
tank (any style). Also furnished without air cyl- 
inder for open tank or other service. 
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TANK 
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Myers Self-Oiling Engine Driven Shallow Well 
Myers Self-Oiling Engine Driven Shallow Well Power Pump connected to pressure tank. Ideal 
Power Pump with 1% H. P. engine complete for service where water is to be pumped from a 
ready to be connected to water lines and pressure shallow well or cistern. Economical too, when it 
tank (any style). Just as practical for open tank comes to operation and maintenance. Volume - 
or other service, to 500 gallons per hour. 
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“ PAINLESS PIPE THREADING | 


The “mean job” is 
usually a matter of 
‘“‘mean” tools. When 
you can get a real kick 
out of a pipe job; when you can get non- 
slipping pipe wrenches and non-back- 
breaking stocks and dies, why not do it? 


You Can, Too 


Pipe tools aren't all alike—some are good 
some not so good. Greenfield has made it 
easy for everybody to get good ones, 
Greenfield Pipe Stocks, 


because all 










NEW YORK 
15 Warren Street 


GREENFIELD, 


Pipe work doesn’t need 
to be a “‘Mean Job” 





GREENFIELD — TAP AND DIE. 
CORPORATION 


Vises, Cutters, Pipe 
Wrenches, etc., are 
painted red. That red 
color guarantees that 
the tool will work well, stand up well and 
can be bought at the right price. 


Of course, experienced plumbers don’t need 
the color—they know quality when they see 
it, but the red paint is helping thousands 
to be sure that the pipe tools they buy are 
all they want them to be. 


Most hardware stores sell Greenfield Pipe 
Tools, or can get them for you. But in case you 
have trouble, write us direct, at Greenfield. 








CHICAGO 
13 S. Clinton Street 





AIEAIIS IAL TEL EMALUULEIANTI LS tessa rr 





MASS., U.S.A. 


DETROIT: 228 Congress Street, W. 
Canadian Plant: Greenfield Tap & Die Corp., of Canada, Ltd., Galt, Ontario 
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Economy 
That's Genuine 


Many of your customers look for low costs in the work 
you do for them. On this basis, the economy of Read- 
ing 5-Point Pipe is as genuine as the Puddled Wrought 
lron from which it is made! 





kis sl eel) so 





oa 








i 

















Although the original cost of Reading 5-Point Pipe, all 
things considered, is only slightly higher than that of 
ordinary cheap pipe, Reading Pipe gives a lifetime of 
freedom from pipe troubles— it outlasts the building in 
which it is installed —it’s far cheaper in the end. 


Reading 5-Point Pipe is truly economical, too, because 
no other pipe material combines, in so great and proveda 
measure, the five major qualities that make pipe endure. 


Ss - ta % IE oa: ates ea a ey 


We'll be glad to lay figures before you showing the 
comparative costs of Reading 5-Point Pipe and ordi- 
nary pipe for any installation you may have in mind. 
Write us today. 






READING IRON COMPANY, Reading, Pennsylvania oe 

Atlanta - Baltimore - Cleveland - NewYork - Philadelphia 

Boston - Cincinnati - St.Louis - Chicago - New Orleans | 
Buffalo - Houston - Tulsa - Seattle. - SanFrancisco 
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CENUINE PUDDLED WROUGHT PE | 


EADING 


DIAMETERS RANGING FROM % TO 20 INCHES 


Detroit - Pittsburgh - Ft.Worth - LosAngeles - Kansas City 
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2 TIFF PIPES, stubborn pipes— 
misfit pipes, rusty pipes—pipes 
with broken threads, pipes with 
hardening of the arteries—a hardy 
lot, stranger, but TRIMO took 
them all! 


Maybe some went up; maybe some 
went down, but they all turned and 
turned fast when TRIMO grabbed 


them. They just stopped being 


TRIMO 


TRIMONT MFG. CO., INC. 
ROXBURY (BOSTON), MASS. 


Pipe Wrench 


ENGINEERING 











They Were A Hardy Lot, But— 


stubborn and gave up the ghost 
when they felt those improved 
and mightier teeth. 


TRIMO is all steel for strength 
with replaceable jaws for life-time 
service. It is the strongest and 
most serviceable wrench of its 

kind for the plumber’s needs. 
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You would expect to find the Webster 
Type “R” System in a home like this. 





a soi 
of Steam Heating 








In Claremont Pines, Oakland’s most exclusive residential develop- 
ment, has been built the Tribune Schlesinger Model Home—typi- 
fying all that art and science have provided for beauty and luxury in 
American homes. 


Careful consideration was given to every method of heating and 
type of equipment. The Webster Type ““R” System of Steam Heat- 
ing which was installed by Mr. A. M. Poulsen, heating contractor 
for this model residence, was chosen for its sound design, economi- 
cal operation and remarkable freedom from complaints. 


Whether or not you are estimating on “model homes” get in touch 
with the nearest Webster Branch Office before preparing your next 
bid. You will find there a practical heating man who will assist you 
in developing this preferred business. 


WARREN WEBSTER & COMPANY 


CAMDEN, NEW JERSEY 
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WARREN WEBSTER & COMPANY, Camden, New Jersey 
Please mail Bulletin B-600, describing the Webster Type “R” System of Steam Heating to 


a i el 


Street City 
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The Greatest Value 
Ever Offered! 








AUTOMATIC 
PRESSURE 
REGULATOR 


— 
WELDED STEEL 
CUSHIONING 







The 
“Fresh Water’ 


CHAMBER 
AND TANK 














RELIEF VALVE ;' 
4, H. P 


REPULSION 
INDUCTION 
MOTOR 


That's the industry's 
stamp of approval to the 
new Goulds ‘* Fresh Water”’ 
Junior. Priced at $79.50, 
the outfit offers greatest 
value to pump users with 
an interesting margin of 
profit to dealers. 












CONNECTION 
O 
HOUSE PIPING & 










PRIMING CHAMBER 


PRESSED STEEL BASE 


NLY after insistent demand for a better 

than ordinary low priced water sys- 
tem, has Goulds developed the ‘Fresh 
Water” Junior. Like all pumps that bear 
the Goulds’ name, the “Fresh Water” 
Junior will give long life and be free from List Price 
the various minor troubles that require 


dealer service. 5 0 
Dealers interested in ‘“‘cashing-in” on ° 
the ready acceptance of this new water sys- 


tem will do well to consult our nearest 
branch. 


OULDS PUMPS INC. 


Seneca Falls, W.Y. 


Branch Offices: 


Citizens & Southern Bank Bldg., Atlanta, Ga. 16 Murray St., New York, N. Y. 

194 Congress St., Boston, Mass. 111 North Third St., Philadelphia, Pa. 
12-14 South Clinton St., Chicago, IIl. 636 Henry W. Oliver Bldg., Pittsburgh, Pa. 
1902 Second National Bank Bldg., Houston, Tex. 705 Kennedy Bldg., Tulsa, Okla. 


Union Trust Bldg., Cleveland, Ohio 
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Clo 
JOHN HANSEN 
Plumber, who has been 


wondering about 


Copper Plumbing 





















Of course there’s profit in the Hays Copper Plumbing 
Method. There is more profit than ever because, now, 
copper plumbing is within the means of all of your cus- 
tomers—it can be installed economically in small homes 
as well as large homes. 


The Hays Method provides a clean, mechanical installa- 
tion, and every pipe wrench is not bidding against you. It 
provides truly permanent plumbing that costs little more 
than steel or wrought iron. It provides a non-corrosive 
installation that is cheaper than brass. It is trouble-proof 
plumbing—the fittings will not loosen under vibration. 


There should be no doubt in your mind about your cus- 
tomer’s satisfaction with the Hays Copper Plumbing 
Method. Home owners have always preferred copper 
plumbing, and here is your opportunity to give it to them. 
Write for full details, and we will show how to get more 
plumbing jobs that are profitable to you and satisfactory 
to your customers in every way. 





- 
HAYS 
Copper 


Plumbing 
Wy Craetere 


Copper Plumbing 
Method —~ 


HAYS MANUFACTURING CO.- ERIE ~ PA. 











Complete Line of Ground Key and Compression Plumbing Brass Goods from Street to Bath 
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PIPE 


NIPPLES 


New pipe nipples 
sold in convenient 
cartons. 


S.S. FRETZ, JR. & 


PHILADELPHIA, PA. 














Dependable fittings for 
the protection of every 


installation. 


CWS 


THOS. DEVLIN MFG. CO. 


Owned by S. S. Fretz, Jr. & Co. 


22nd St. and Sedgley Ave., Philadelphia, Pa. 
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utstanding Features of 


Made of highest quality brass: accurately 
machined: scientifically tested. 


CANNOT LEAK. 


Will close against any city water pressure 
without whistling or gurgling. 


Always readily available through your jobber. 


Each Sherwood Ball Cock is 


as caretully planned as if 
it were intended for a sample. 
Rigid tests determine the 
quality of the brass to be 
used; each part is aS accur- 
ately machined as the finest 


feature since every day finds 
home builders becoming more 
and more plumbing wise and 
insistent upon the best in 
even the slightest details. 


Another splendid sales point 
is the fact that any Sherwood 


part of the finest motor and, 
before any Sherwood is 
allowed to go into stock, it 
must pass actual service tests 
in the factory that are equal to the hardest Sherwood Ball Cocks can always be had, 
work likely to be encountered. without unnecessary delay, through your 
You owe it to yourself and your cus- 


will close against any city 
water pressure without whis- 
tling or gurgling. 


The Sherwood manufacturing process makes jobber. 
it impossible for any ball cock turned out tomers to install Sherwoods for comfort and 


through it to leak. That is, of course, a big economy. 


SHERWOOD BRASS WORKS 
Jefferson and Mt. Elliott Aves. Detroit. Mich. 


Representatives: 
} a A. Riordan Co.. Inc... Fred G Hoffman 
1600 E. 7th St.. Los Angeles 831 Edgewood Ave. 
303 Colman Bldg... Seattle Trenton, N. J. 


E. S. Thompson Fred S. Wilsey 
2401 Chestnut St., Philadelphia Plymouth Bldg.. Minneapolis 
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You can now sell at a low price Anaconda Copper 
Storage Water Heaters of advanced design and 
maximum efficiency —in fact, at the cost of a good 
galvanized iron job with a separate heating unit. 

The Dahlquist is a self-contained automatic hot 
water unit with a heavy gauge Anaconda Copper 


storage tank. Entirely free from rust and corrosion, 


it provides clean, clear, hot water at all times and 
gives a lifetime of trouble-free, inexpensive service. 

There is more for you than the substantial cash 
profit in selling Dahlquist . . . installation com. 
plaints and adjustments are eliminated ... and the 
customer’s faith in your service is increased. Write 


or wire for full information. 


DAHLQUIST SALES CORPORATION, 287 SPRING ST., NEW YORK 


DAHLQUIST 


ANACONDA 


WATER 


HEATER 
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COMPETITION 


with this powerful 
new sellin g story to tell 


While your competitors are 
shouting price and seeing 
their profits flying to the 
winds, you can be quietly 
walking away with the 
choice heating contracts in 
yourcommunityand watch- 
ing your profits grow and 
grow —once you ve in- 
stalled your first Herman 
Nelson Invisible Radiator 
job. 

The Herman Nelson In- 
visible Radiator is opening 
new avenues of business and 
profit for progressive con- 
tractors everywhere. It is 
the ideal heating installa- 
tion for fine homes, apart- 
ments, offices, and monu- 
mental buildings. 


This compact, new-day 
heating unit fits in any 
standard wall or partition 
—completely out of sight 
and out of the way. It is 
leak-proof, rust-proof, 
silent, indestructible. 
Which means—no more 
comebacks on your jobs! 
Get out of the competi- 
tion scramble! Get back of 
this unusual product. You'll 
find it easy to capture qual- 
ity business. Every contract 
you get will lead to others. 
Let us send you some in- 
teresting new facts about 
making money in the heat- 
ing business. Just write your 
name and address in the 
coupon and mail it. 








il 1 = Sy ' 

P ~=6Radiator (1) comes installed 
in a steel case (2) more sub- 

stantial than the wall itself. The 

comp!ete unit is ready to install in 

any standard wall or partition. 

















For Steam, Hot Water, Vapor or Vacuum Heating 


THE HERMAN NELSON CORPORATION, MOLINE, ILLINOIS 


Builders of Successful Heating and Ventilating Equipment Exclusively for Over 20 Years 
THE HERMAN NELSON CORPORATION 


x9 Sales and Service 
- Moline, Illinois 











BELFAST, ME. SCRANTON CINCINNATI St Lovis DENVER P ease send me the illustrated book No. 26. 
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ADDED YEARS 
OF SERVICE 


inm~ skyscraper 
Lungalow 
and factory 

















HE life of pipe in most cases is a matter of its 

ability to resist some form of corrosion. 
Different kinds of services are, of course, affected 
by different types of corrosion. One of the worst 
types is pitting. It is a proven fact that mill-scale 
on the pipe is one of the principal causes of pitting. 
The scale is electronegative to the pipe metal and 
sets up galvanic action (corrosion). 


The Scale Free Process, applied to ‘““‘NATIONAL”’ 
Pipe, butt-weld sizes 14 to 3-inch, was invented 
and developed by National Tube Company to 
eliminate this mill-scale, common to all butt-weld 
pipe in the normal processes of manufacture. 


In addition to giving added protection against pit- 
ting tendencies, ““NATIONAL”’ Scale Free Pipe 
means a better base for galvanized coatings; full 
delivery capacity; no damage to valve seats, no 
clogging of small orifices by loose scale; and ap- 
proximately 20 per cent greater strength at the 
weld, due to additional rolling, making the pipe 
especially desirable for bending, coiling and 
special uses. 


For additional protection against atmospheric 
corrosion, ‘‘“NATIONAL” Copper-Steel Pipe is 
particularly advantageous for soil, waste, vent 
lines and rain leaders. Steel containing a small 
percentage of copper makes it especially resis- 
tant to this type of corrosion. 


The Scale Free Process and the development of 
Copper-Steel Pipe, have contributed in making 
“NATIONAL’’— 


America’s Standard Wrought Pipe 
(Write for Bulletins Nos. 7 and 11) 


) NATIONAL TUBE COMPANY ‘* Pittsburgh, Pa. 
Subsidiary of United States Steel Corporation 


SCALE FREE PIPE 
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THE Church Toilet Seat, backed by effective 
national advertising and a powerful Resale Ser- 
vice Plan, this year is making a remarkable sales 
record. 

| Handsome, durable, hygienic and fitting any 
make of bowl, this most modern of all toilet seats 
sells over the counter. It is package goods. The 
demand for it brings many people into plumbing 
stores who never have entered them before. The 
possibilities for extra-quick profits from the sale of 
Church Seats and other merchandise that such a 
customer presents are plain. 

| The Church line is complete, for in addition to 
the famous, rapid-selling Church Sani-White Seat, 
Church produces the ever-durable Sani-Black Seat 
and Colored Seats—in a variety of beautiful 
shades, with bathroom chairs and stools in both 
white and color to match. 
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Church also makes wooden seats in oak and ma- 
| hogany finish. 
Investigate this opportunity for quick extra prof- 
its. Mail the coupon today. It will bring you full 
details of the Church Resale Service Plan for 1929. 


C. F. CHURCH MANUFACTURING CO., Dept. 2-5, Holyoke, Mass. 
GENTLEMEN: 


Bice alc ty 
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; Kindly send me your complete 1929 Resale Service Plan. 
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“Toilet Seats for Better Bathrooms” 
Established 1898 
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as fine as 
can be 
made 


Take a length of Bethlehem Steel Pipe. 
Test it in any way you please. Note its 





strong weld, its freedom from scale, its 
exceptional softness and ductility. 
See how easily it is cut and threaded, 
how clean and strong the threads are ! 


This is quality pipe! Pipe that will 
meet any test. Pipe that you can use 
with confidence on the most difficult 
jobs, where the requirements are most 
exacting—pipe that is as fime as can 





be made. 


The most suitable steel 
for the purpose that it 
is possible to produce is 
used in making Beth- 


lehem Steel Pipe. 


BETHLEHEM STEEL COMPANY 
General Offices: Bethlehem, Pa. 


District Offices: New York, Boston, Philadelphia, Baltimore, Washington, 
Atlanta, Pittsburgh, Buffalo, Cleveland, Detroit, Cincinnati, Chicago, St. Louis 
San Francisco, Los Angeles, Seattle, Portland, and Honolulu. 


Bethlehem Steel Export Corporation, 25 Broadway, New York City 
Sole Exporter of our Commercial Products 


ETHLEHEM 


STEEL PIPE 
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Cntte? States 


Aw ideal double drain board sink which can be set at any height. 

Thus the tall woman or one of smaller stature may have her sink set 

at the ideal height for her individual comfort facility and convenience. 

The 8 inch back is quite high enough to catch the splash and still 

permits setting the sink under present day windows without bringing 
| the bowl and drain board too low for comfort. Note the wide apron 
and correct roll to edges and corners. These features add grace and 
beauty, two essential qualities in kitchen accessories. This type of 
sink is installed with the concealed Atlas Support which makes legs 
entirely unnecessary. 


(/SANAR Acid-Resisting Enamel can be furnished and if you pre- 
fer there are twelve colors from which you can make a selection. 


nite? States Sanitary NYG. Co 


Pittsburgh, Pennsylvania 


PHILADELPHIA NEW YORK 
BOSTON KANSAS CITY, MO. CHICAGO 
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HEAT LIGHT 


Bain 5 


aN FLOOD OF HEAT— instagtl\ — w . 

itwhen you want it—over Yaur extire Aoor 
area or part of it. A turn of a switch ydw hae heat: 
Another andit’s off. The operation o\Modkine Unit 
Heaters is as simple as the use of a pockeWflasMtkght. 
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Modine Unit Heatets are suspended from the steam 
line. From a height of from 10 to 14 feet they di 

tribute the heat down andkeep it down. They fur- 
nish healthful, comfortable heat — no cold spots — 
no overheating ... They cost less to buy and less 
to operate. Let us send you complete facts today. 


MODINE MANUFACTURING COMPANY 
1703 Racine St. (Heating D ivision) Racine, Wis. 


Branch Offices in all Large Cities Xe. 
London Office: — S. G. Leach & Co., Ltd., 26-30 Artillery Lane 


Modine. 


Unt HEATER 


FOR STEAM, VAPOR, VACUUM, HOT WATER HEATING SYSTEMS 


MODINE UNIT HEATER 
Model No 701— weighs onls 130 


pounds, replac es approximately 





two and one half tons of cast 


iron radiation. 
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The Proof 


is in the Use— 







HE above airplane view of 

a large eastern industrial 
plant (name on request) is the 
scene of fifty Bowlus installa- 
tions which for years have been 
giving complete satisfaction. 


This type of installation pro- 
vides the “acid test” of a closet’s 
ability. In this, as in every 
other, Bowlus equipment has 
proven itself highly capable. 


This Letter— Pe 


From the American Seeding Machine Co. of 
Springfield, Ohio, is another of the hundreds of 
letters we have received from Bowlus Closet users. 





It gives you the first-hand facts, right from the 
most interested party, the user. It tells you again, 
something of the performance of which Bowlus 
Closets are capable. 


Write for the book that tells you the complete 
story of Jewel Auto-Pneu Matic Water Closets 
for all public buildings. It will tell you why leading 
architects and contractors everywhere are specify- 
ing and buying Bowlus equipment. 


THE BOWLUS MANUFACTURING Co. 


SPRINGFIELD, OHIO 


PNEU 
WATER. J CLOSETS 
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A 
DEPENDABLE 
WHITE 
SPRAYED 











STASCO No 358. 
Empire White 
Retails at $650 





All question as to the dependability of this seat So for twenty years we have been making 
was settled over twenty years ago—a year after these seats, using always a clear birch or 
the first of these seats were made. maple core, machine sanded, and covering 
These first seats were given a twelve-months’ the core with a heavy coating of sheet Pyralin 
test, under the most severe conditions. They —sprayed on by our own exclusive method. 


were exposed, out of doors, to sun and rain, 


heat and cold. And for twenty years, these seats have given full 


satisfaction to millions of users, protecting the 


They withstood every exaction imposed plumber against complaints and loss of profit. 
upon them then and have been doing it Plas a 

ever since. In fact, the original “STASCO” If you are not already selling “STASCO” Seats, 
formula, which makes it possible to spray write to us for complete information on the 
pure sheet Pyralin, is the one we still use. “STASCO” Line. 

STANDARD TANK & SEAT CO.x« «x Camden, N.J. 











] Eternal Whiteness 


Oo 





“STASCO” No. 360 “STASCO” No. 196 


Empire White 


All-white even to the hi . 
this seat, like all ""STASCO” 
“Empire White” Seats, is 4 
guaranteed. Retails at $9.75. 


Empire White 


Designed to reduce the visi- 
bility of the nickeled hinge, 


Gan os the clean , 


“Empire White” finish. Re- 
tails at $7.50. 
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Not so long ago : : %) Z 
School houses boasted. Ae] Ld ZZ 
no modern heating plants=AG4 Ze 
no brine cooled Le By Sai. 


.* SEZ 


° 
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drinking water systems <2 






ODERN engineering skill has given 
to America adequate heating plants, 


f | " 
<a a ae ' fi ) 
ve efhcient ventilation, and brine cooled drink- 


Shown above are four Sylphon Regulators installed on storage tanks in the ing water systems to keep pace with 1vs 
new Roosevelt School at Des Moines, lowa. Sylphon Temperature Regula- : ; : 
tion is an important factor in maintaining an even school-room temperature, thousands ot splendid examples ot schoo] 


and in regulating the brine cooled drinking water system. 


architecture. 


Sylphon Temperature Control has con 


All Sylphon Instruments, whether designed tributed largely to these heating and refrig- 
for the control of temperatures or pressures . halle S 
of air, liquids or gases, for the control of erating triumphs. In the’ Nation’s great 
brine cooled refrigerating systems, or the | | -— l 
maintenance of predetermined room tem- hotels, industrial plants, office buildings anni 
peratures, have as their motor element, the : i . ; - 
original and only genuine Sylphon Bellows. hospitals too, Sylphon Temperature Regulators 
This, the most sensitive, flexible and durable are performing, without supervision or repair, 
expansion element known to science, was | a | 

originated and patented by The Fulton a service of highest dependability. 





Sylphon Company. 


Whether the job be large or small it will pay you to install Sylphon 
Instruments. You are invited to submit to our engineers (with- 
out obligation) problems involving the use of Sylphon Specialties 


















THE 3 
> TON > pPHON 
Z FUL!“ sv COMPANY = 


KNOXVILLE, TENNESSEE 





Representatives in all Principal Cities in U. S. A.—European Representatives, Crosby Valve and Engineering Company, Ltd 


IDs 
41-2 Foley St., London, W. 1. England —Canadian Representatives, Darling Bros., Ltd., 140 Prince St., Montreal, Que., (canada 
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Trips to the shop for needed parts —endless running from 








cellar to truck —wasted minutes of valuable time —all unnec- 








essary when a new Model Climax Cellar Drainer goes in. 





The compact box in which it is shipped holds everything nec- 





essary for a perfect installation. 


te ofl tell 
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These are the reasons 
for the instant popu- 
larity of the new Cli- 
max Drainer. 


: e-wen aa ont oe —_ © 
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OMPACTLY 
ESIGNED/ 


~ the new model CLIMAX Cllar Drainer/ 


An emergency call for cellar draining no longer holds any worry to 
the plumber who knows the New Model Climax. A bag of tools— 
a neatly boxed Climax Drainer—into the truck and away. He knows 
that everything he needs, down to the card of simple directions, is 
packed within that compact box. No trouble at all to put one in. 





Simple in Construction 





Easy to Install 


> 





Com pactly Designed 
No Adjustments 


Efficient Operation 


we 


Most Economical ! 


Simple construction—easy installation——quick sales—-new trade 
customer satisfaction guarantee that's why plumbers everywhere are 
recommending the New Model Climax Cellar Drainer. Prompt ser- 
vice quiet, efficient performance economy at the start and in 
operation householders recommend the New Model Climax to neigh- 











———- Te — - 


bors and friends. 

Be the first in your locality to cash in on the generous profits 
possible with this dependable specialty. Get booklet. prices and dis- 
count to-day. 


Manufactured by the makers of the nationally 
known Climax Test Plugs for high or low pressure 
water, gas or steam lines and all types of pipe. 


Tue C.M. KEM’ Mrc.Co. |i 
1 


_ 


MANUFACTURERS ANO PATENTEES 
405-415 E OLIVER ST. 


BALTIMORE, Mpb.U.S.A. 


Atlanta, Georgia—J. M. Butts & Co., 733 Healy Building 
Philadelphta, Pa.—WDerbyshire, Mack & Morgan, Inc., 
Delaware Ave., and South Street 
New York Ctty, N. Y.—Bookhout & Law. Inc., 331 Madison Ave. 
Boston, Mass.—G. B. Philhower, Jr., 132 Stuart St. 
Cleveland, Ohto—John W, Stiles & Son, 700 iy wrt eyo Bullding 
Chicago, Iu.—Oscar C. Anderson, 1146 W. Lake 8t. 

St. Louis, Mo.—W. F. Harper, 3733 Lindell Bivd. 

San Francisco, Caltf.—-Wm. P. Horn Co., 58 Federal Street 
Los Angeles, Calif—Wm. P. Horn Co., 509 Wilcox Bidg. 
Seattle, Wash.—Wm. P. Horn Co., L. C. Smith Building 
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ROST 
Connected Waste | 


and Overflow _ 


With Original, Patented 
Adjustable Flange 


ECAUSE the service end of a bath tub 

varies in pitch from 5 to 12 degrees, the 
plumber usually experiences difficulty in in- 
stalling his connected waste and overflow. 

The adjustable flange on the Frost Con- 
nected Waste and Overflow overcomes this 
difficulty. It is adjustable to any angle and is 
guarantced to fit the slant on any tub. The en- 
cased washer makes a tight joint and is posi- 
tively foolproof —a standard feature, without 
extra charge, on cast and wrought wastes. 

Made with cast brass head, tee and waste 
shoe; satin finish castings; tubes bright; cast 
brass nuts; solid or loose tailpiece; adjustable 
cast tee; standard and 17 gauge. 























Note the simplic- 
ity of the Frost 
adjustable flange. 
Saves time and 
trouble because it 
will fit the slant 
on any tub. Once 
you get the habit 
of using the Frost 
no other wiil 
satisfy you. 


























A Complete Line 


Frost Products, finished in both Nickel and 
Chromium Plate, include a complete line 
of Plumbers Tubular Brass Goods, lavatory 
and sink traps, lavatory and bath supplies, 
as well as a complete line of tank trim- 
mings. All goods, rigidly inspected, care- 
fully packed, shipped promptly. Packed 
in orange colored boxes with a black band. 


Your Jobber Stocks Frost Products 


FROST COMPANY 


KENOSHA, WISCONSIN 



















POEL A. 
— aes | 
. Boast Brace Threaded > Frost Nickel Plated Cast Brass 
meee shi 


Mention Domestic ENGINEERING when writing advertisers. 
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SPECIALISTS IN CENTRIFUGAL PUMPS 















One Economy user saved 
$3140 a year on a $3000 
outlay for non-clogging 
pumps handling stringy 
\ materiais—in cleaning 
_g*\ charges, depreciation 
yee and maintenance. 
| Economy Pumps will save you 


money, too. For details on standard 
modets, send for bulletins 





Also Specially 
Designed 
Pumps to 
Meet Any 
Condition 


*Vame on Hequest 





ECONOMY PUMPING MACHINERY COMPANY 
3431 West 48th Place + Chicago 


Representatives in principal cities—telephone and 
address under company name 
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wat Or Del ti. 








ned 





‘Ae 
ws 


May 4, 1929 . DOMESTIC ENGINEERING 4 


Hercules 
~ Bodies 


are Priced Right 


Although Hercules Better Business Bodies are designed with greater 
skill... although the raw materials must meet stricter specifications 

although they are more carefully built, for greater sturdiness 
and endurance .. . they cost you no more than an ordinary body! 








The big reason behind their low prices is the fact that Hercules 
bodies are volume produced according to the accepted standards of 
the world’s largest manufacturers. And the economies of mass 
production and wide distribution bring them to you at an 
Ms astonishingly low cost! RRM I op 


Investigate Hercules Better Business Bodies when next you are in 
the market for a truck. Compare their appearance, construction 
and price. See for yourself the many advantages of buying from 
the largest builder of commercial car bodies in the world. 

















No. 1900 Open Express Body for 
Chevrolet Utility 1/2-ton Truck 





HERCULES PRODUCTS, INC., EVANSVILLE, IND., U.S.A. 
HERCULES PRODUCTS, LTD., WALKERVILLE, ONTARIO, CANADA 


Distributors Everywhere 


HERCULES 


THE WORLD’S LARGEST BUILDER OF BETTER BUSINESS BODIES 
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ARCHITECTS PLUMBING CONTRACTERS 


ggeman Co. 


c toe 
Graham, Anderson, Probst & White CLEVELAND, OHIO. easts 


CHICAGO, ILL. 


Plumrite for Life—Be That What It May 


UNION TERMINAL TOWER BUILDING Pr 
A.R.Brue 


CLEVELAND, 





bene who have invested millions in the The selection of Bridgeport ‘‘Plumrite’”’ brass 
magnificent 54-story Terminal Tower Build- pipe for this task has the dual backing of science 


ing, Cleveland, Ohio, ask no more of the brass and good name. ‘“‘Plumrite’’ brass pipe has 
pipe installed therein than it give trouble-free | undergone the tests of over forty years of scien- 


service for the life of the building, be that what it tific research and practical service. It can be 
may. What more can be asked of any brass pipe? —_-used with Confidence. 





PLUMRIT F Brass PIPE 


BRIDGEPORT BRASS COMPANY CWanufacturers - General Offices, BRIDGEPORT, CONN. 











Mention Domestic ENGINEERING when writing advertisers. 
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ALL THE ADVANTAGES OF 
SIX-CYLINDER PERFORMANCE 


~in the price range of the four! 


Powered by a great six-cylinder 
valve-in-head motor — whose 
smooth, powerful, economical 
operation has set a new standard 
for performance in the low-price 
field—the new six-cylinder Chev- 
rolet trucks are sweeping on to the 
greatest popularity in the history 
of the commercial car industry. 


Never before has a low-priced 
truck so admirably met the 
modern demands of business 
transportation. A power increase 
of 32° results in swifter acceler- 
ation and higher speed—with 
extraordinary flexibility in traffic 
Big, quiet, non-locking four 


CHEVROLET MOTOR COMPANY, 


wheel brakes give a measure of 
braking control in excess of the 
severest requirements. Anda full 
ball bearing steering mechanism 
reduces driving fatigue to the 
very minimum. 


But most remarkable of all—this 
amazing six-cylinder performance 
is actually available in the price 
range and with the economy of 
the four! 


Consult your Chevrolet dealer 
today about your transportation 
requirements. You will find 
exactly the truck you need—and 
it will do your work with amazing 
efficiency and economy. 

DETROIT, MICHIGAN 


Division of General Motors Corporation 





Sedan Delivery 


°595 


Light Delivery Chassis 


*400 


114 Ton Chassis 


°545 


114 Ton Chassis with 
Cab 


650 


All prices f. 0. b. factory 
Flint, Michigan 


COMPARE the delivered 
price as well as the list 
price in considering auto- 
mobile values. Chevrolet's 
delivered prices include 
only reasonable charges 
for delivery and financing, 











A SIX IN THE PRICE RANGE OF THE FOUR! 
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A WISE MAN 
ONCE SAID — 


“THE VALUE OF A 
PIPE MACHINE IS 
MEASURED BY THE 
MAXIMUM OUTPUT AT 
MINIMUM EXPENSE.” 


A sound truth, that hundreds of 
‘*TOLEDO”’ No. 1000M owners are 
realizing today. 


The most productive 14-in. to 2-in. 
portable power pipe machine known, 
and has broken all records for effi- 
ciency in cutting and _ threading 
small pipe. 14-in. pipe threaded and 
reamed in 13 seconds, cut off in 8 
seconds; l-in. pipe threaded and 
reamed in 16 seconds, cut off in 10 
seconds; 2-in. pipe threaded and 
reamed in 30 seconds, cut off in 15 
seconds. Instant change from cute 
ting to threading and vice versa, 
and instant changing of dies from 
one size to another. These are 
only a few of the many reasons for 
the high productive efficiency of the 
‘“*TOLEDO”’ No. 1000M. A pipe ma- 
chine of maximum output at mini- 
mum expense. 





Net price complete is only $350.00 
(West of Rockies $367.50) F. O. B., 
Toledo, Ohio, or your jobber’s stock. 


NO PIPE TOOLS EQUAL THE GENUINE 


Faggse 


THE TOLEDO PIPE 
THREADING MACHINE Co. 
TOLEDO, OHIO 
NEW YORK OFFICE, 72 LAFAYETTE ST. 


Mention Domestic ENGINEERING when writing advertisers. 
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Records and Their Purposes 


We are just now publishing a series of articles 
entitled “Modern Accounting—Simplified.” In an 
early issue we shall commence publication of a 
second series of articles on accounting written by a 
man now identified with a successful plumbing and 
heating establishment. 

It is said that an overwhelming majority of the 

failures in the retail branch of all 


Keep Books industries is caused by a lack of 


for Success proper records. There is an _ in- 
escapable relationship, it seems, be- 


tween the keeping of books and success. Not that 
every firm which has a good set of books is success- 
ful; but most of those which fail seem to have only 
the crudest kind of records of their transactions. 
Too many men regard bookkeeping 
necessary—but it is an 


as a necessary 
evil. It is unadulterated 
good. Long observation has convinced us that 
many men do not attempt to keep an efficient set of 
records because they are unwilling to face the facts. 
[It is, of course, good to feel independent, to be one’s 
own boss. But the hardest job of all is being a good 
manager of one’s own time. And it is, naturally, 
difficult to look squarely at the fact that the busi- 
ness which aroused so many hopes of independence, 
leisure and profit is actually insolvent. 

3ut it would be far better to recognize that :nde- 
pendence is really only a means to other ends—to 
raising the family’s living standards, to giving the 
children a good education, to laying aside something 
for the rainy day. 

Besides, there are other practical considerations. 
It is possible even for a well-managed business to 
get into difficulties. Many 
known its dangerous period when failure seemed 
But if a proper set of books is being kept so 
that those who sell material, or the banker who 
loans money, to that business, may have a chance 
to analyze what is causing the difficulty, 


a successful firm has 


near. 


they are 
Only 
recently we ran a story of such a 


When Books situation where, on the basis of an 
Help efficient set of records, the firm was 


far more willing to extend a helping hand. 


able to budget its expenditures to 
take up old indebtednesses while operating on a 


month-to-month basis. If a business is too far 
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What 


those who deal in credit want to know is the precise 


gone to do this, then nothing can save it. 
whether there is 
a chance to put the business on a profitable basis. 
Their judgment must be based on records; they will 


naturally refuse to gamble on a business the records 


& 


- 
‘ 


situation. They will then know 


of which are kept under somebody’s hat. 


The Chain Store 


We have no desire to raise the bogey of chain 


store competition in the plumbing and heating in- 
dustry, 


made a broader study of the direction such a trend 


reserving extended comment until we have 
might take in our field. The same economic factors 
which have brought the chain store into prominence 
in other industries are at work in ours, but it is a 
bit early to predict what the effect will be with us. 

What we desire to point out here is a statement 
by a man in the chain store field. He says that one 
of the influences which will limit chain store growth 
in any industry is “the efforts and plans to increase 
the efficiency and stability of the independent mer- 
the wholesaler in this state- 


chant.” He includes 


ment. 

If, therefore, the 
the idea of a chain of plumbing and 

the course to be Discourage 
Wholesalers and re- Them 


industry desires to discourage 


heating stores, 
taken is clear. 
tailers have only to show in their 

communities an efficient and stable condition to re- 
duce the chance of chain store djstribution. Such 
plans as are already in operation or being discussed 
in our industry should be supported vigorously and 
co-operated in generously. Apparently the chains 
do not want to go into competition with such 1n- 
show a capacity for efficient manage- 
their 


dustries as 


ment as great as, or greater than, own, 


Intelligent Co-Operation 


From a plumbing and heating contractor in a 
large city comes a suggestion which should have 
value for manufacturers who desire to help the re: 
tailer increase his sales volume. 

One method is to refer inquiries concerning the 
manufacturer's product to the retailer. On the face 


of it, this seems simple enough. But if there ts a 
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lack of thought back of the practice it will only 
serve to annoy the retailer and confuse the manu- 
facturer. 

It happens that the contractor in question has 
had his merchandising program slowed up by a 
great quantity of contract work which has come to 
him without serious competition. It is conceivable 
that he would pay attention to an inquiry involving 
an item retailing for, say, twenty dollars, if he 
could make the sale without too great effort or cost. 

s3ut when he receives an inquiry which requires 

that some one make a trip from ten to 
A Costly fifteen miles away from his place of 
Sale business, it is not to be expected that 

he will go into action. He expresses 
himself as quite willing that such inquiries be 
turned over to a retailer in the community in which 
it originated. The amount and the profit involved, 
balanced against the time factor in his busy organ- 
ization, brings him to the conclusion that he does 
not wish to handle the matter. 

Surely the local representative of the manufac- 
turer will be well enough informed to make an in- 
telligent distribution of such inquiries. His pur- 
pose is to show the retailer that his company wants 
to co-operate in sales effort. His desire to interest 
a prominent member of the trade is laudable, but 
after all what he wants is to make the offer of co- 
operation effective. Merely offering the inquiry is 
not making it effective. Only when that inquiry 
has been translated into a sale does the co-operation 
assume value to the retailer. 

It would seem logical, then, that the local repre- 
sentative would take up the matter with a retailer 
who would be interested. If not, the offer is not 
only ineffective from the sales standpoint—it gives 
the home office of the manufacturer a confused idea 
of what is happening. All he can conclude is that 
the retailer must be out of step, and we have an- 
other piece of criticism of the retailer which is 
neither just nor intelligent, because the facts of the 
case have been overlooked. 


Raising the Qualifications 


A new idea is being advanced at association meet- 
ings when the subject of increased membership is 
discussed. The idea is that some set of qualifica- 
tions must be met before a man be considered elig- 
ible for membership. It will not be sufficient to 
have a “barnstorming” group of enthusiastic mem- 
bers go about the state recruiting members when- 
ever they can work up enough interest in the in- 
dividual or the group to which they may be talking. 

The idea is that before any individual is ap- 
proached with the intention of inviting him to join 
the association, he must possess certain qualifications. 
They are not, as yet, very definitely decided upon, but 
in general it is felt that such a man would have to 
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show that he has some understanding of the require- 
ments of modern business methods in addition to 
his technical knowledge. 

The proposal is a very good one; 
and it is only one step farther to sug- Quality — 
gest that before a man enter the in- Not Numbers 
dustry at all he meet some such pro- 
gram of abilities. We have pointed out in previous 
editorials the course followed by the medical and legal 
professions in admitting new members to their ranks. 
After long years of training such candidates must 
pass rigorous examinations, and then usually find it 
necessary to enter upon what amounts to an ap- 
prenticeship. 

In a calling as vital as that of the plumber’s, and 
as closely affecting the health of the community, it 
would seem only logical that men who wish to fol. 
low it should be all around business men. Asso- 
ciations are no longer mere groups of men who 
have a common technical knowledge. The modern 
association is interesting itself in management and 
selling. It is a good thing. It is undoubtedly true 
that the man who is a good business executive will 
be a good technician. Trained in the fundamentals 
of modern business procedure he will not be open 
to the temptation that awaits the untrained. He 
will not be willing to play the “Man Friday” to a 
wholesaler, because he will know that the way to 
independence does not lie in that direction. 

We have nothing but admiration for the older 
members of the industry whose business knowledge 
was won in the practical school of every day expe- 
rience. They had often a hard row to hoe. The in- 
dustry has the opportunity to see that the master 
plumber of the future is an all-around business man 
before he acquires that title. Raising the qualifica- 
tions which entitled a man to call himself a master 
plumber will give the industry a better standing 
with the public and will win for the retailer in our 
fiéld a greater respect from the other branches. 


OBSERVATIONS 
by Our Readers 


Editor, Domestic ENGINEERING.—Now that the 
Federal Trade Commission is interested in our welfare, 
why not have a full co-operation between the state 
health departments, the city plumbing inspectors and 
our own associations? My idea is to inaugurate a spe- 
cial department for the sole purpose of investigating 
each and every building as to its sanitary plumbing in- 
stallation, and to condemn all inferior installations. 
What a tremendous amount of additional business this 
would bring our industry, and surely it would mean a 
lot to the general public and a more healthful commu- 
nity. 

Very truly yours, 
Milwaukee, Wis. (Signed) A. F. Boettcher. 
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Electric generator of vapor in a paper mill 


Electric Vapor Heating in Germany 


By R. V. MULLER 


LECTRIC boilers are a product of recent 
years. On account of the shortage of coal 
and the enormous increase in the price of fuel 
these boilers have found numerous applications in 
many countries in a short time. In the industrial 
crisis, and in the following years of intensified pro- 
duction, the electric boilers were found to be of great 
value, especially where there was a shortage of fuel. 
The electric boiler enables operators to convert into 
usable form the complete surplus of hydraulic force. 
The electric boiler, for producing vapor heat and 
hot water heat, has been successfully introduced in 
many kinds of industrial processes in Germany, no- 
tably in cellulose factories, paper mills, bleacheries, 
weavers’ plants, spinneries, factories for chemical 
products, shoe factories, etc. It has also rendered 
good service in breweries, agricultural activities, dis- 
tilleries, dairies, cheese factories, laundries, disin- 
fecting establishments, bathing establishments, as 
well as in the heating of schools, churches and hos- 
pitals. 
According to the use and distribution of the cur- 
rent, the electric boilers are used partly in furnishing 
vapor directly and partly for accumulating vapor or 
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hot water. Accordingly there are electric boilers 
for producing hot water and vapor as well as for 
accumulating hot water and vapor. The method of 
heating the electric boilers is accomplished in two 
different ways, as determined by the kind of current 
used, and by the quantity of energy transformed 
into heat, . 

The small boilers, for producing vapor and hot 
water by direct and alternating current, the power 
consumption of which is only a few k. w., as well as 
the other boilers, for which only direct current 1s 
available, are constructed on the principle of in- 
direct heating by resistance. That is to say, they 
are equipped with wire resistances, or refractory me- 
tallic band resistances, rolled upon an insulating sup- 
port and lodged in the heating tubes of the boiler. 
This is illustrated by Fig. 2. In order to regulate the 
energy absorbed by the boiler, according to the vapor 
or hot water demand, the resistances in the tubes 
are connected with the line in groups, each group 
being equipped with an air interrupter. This system 
of resistance is less suitable for boilers where great 
power consumption is required, on account of the 
great number of contacts and connections. 
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Where great power is required, and in certain 
cases where power exceeds 70 kw., and particularly 
where tensions are greater than 500 volts, the system 
of heating by electrodes, where the water of the 
boilers serves as a resistance, is generally the only 























) SSS ee 
‘ 








Fig. 2. Electric steam boiler 


method applied. This proceeding, however, is to be 
considered only in connection with alternating cur- 
rent, because the direct current dissociates the water 
into its elements, hydrogen and oxygen, and pro- 
duces an explosive mixture. It has even been 
serted that this mixture is also produced when the 
electrodes are fed by alternating current, and that in 
practice there is danger of accident. The scientific 
study of the different types of electrodes, however, 
has evidently demonstrated that the quantities of 
hydrogen and oxy- 
gen being disen- 
gaged are so insig- 
nificant that the 
latter gas is imme- 
diately combined 
with the metal of 
the electrodes, 
while the hydrogen 
is mixed with the 
produced vapor and 
escapes from the 
boiler. Currents 
having high volt- 
ages and small fre- 
quencies (for in- 
stance 15 periods in 
the second) pro- 
duce a greater 
quantity of explo- 
sive gas than is pro- 
duced by low ten- 
sions and high fre- 


as- 





























N quencies (for in- 
stance 50 periods in 
the second). How- 
e ; ° 
> a> ever, minute and 
t . | precise exper- 
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iments, made by 
well known physt- 
cists, have con- 
firmed the opinion 


that even with a 


Electric steam boiler with 
high tension 


Fig. 3. 
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frequency of 15 periods, gas is not sufficiently dis- 
engaged to produce explosions. 

The alternating current can actually be employed 
almost everywhere. It can be utilized by boilers pro- 
ducing vapor and hot water, without transformation, 
up to tensions of 16,000 volts. By the elimination of 
transformers the whole installation is made less ex- 
pensive. Heating by electrodes exclusively, in this 
way, is more effective than heating by metallic re- 
sistances. 

Hitherto electric boilers have been constructed by 
one concern for the production of vapor and hot 
water with ratings of from 10 to 6,000 kw. It is 
probable that electric boilers will be constructed 
soon for much higher currents, 

It is known that water in electric boilers forms 
resistance and thus transforms the electric energy 
directly into heat energy. The resistance of the 
water is dependent upon its degree of purity and its 
degree of temperature. Hard water, that is to say, 
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Sketches of various position of vaporization tubes 
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water containing many salts in solution, 1s a better 
conductor than is soft water. The conductivity of 
the water varies according to the degree of hardness 
between the limits of 10 per cent and 100 per cent. 
Concerning its conductivity, at different tempera- 
tures, it should be mentioned that ice (that is con- 
vealed water) is practically an insulating substance, 
while water at 60 degrees Fahr. permits, on an aver- 
age, a resistance of 1,800 to 6,000 ohms per cubic 
centimeter. By heating the water to 212 degrees 
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Fahr., this resistance is reduced to a value of 500 to 
2,000 ohms per cubic centimeter, and it is reduced 
further about 15 per cent between 212 and 392 de- 
grees Fahr. 

Concerning the choice of dimensions of the elec- 
trodes, the conductivity of the water does not play 
as important a part as is generally supposed, be- 
cause by purging or by the addition of salts, the 
water can be caused to maintain a degree of con- 
ductivity that is quite favorable. However, the de- 
gree of resistance should be increased as much as 
possible in order to permit the serving of great dis- 
tances, the use of electrodes of large dimensions and 
the:use of small co- 
efficients of energy 
per unit of volume. 
The boilers under 
consideration usu- 
ally employ resis- 
tances of from 500 
to 1,000 ohms. per 
cubic centimeter. 
Certain other boil- 
ers are regulated by 
much smaller re- 
sistances. As a re- 
sult, the boilers are 
much smaller, but 
their coefficient of 
energy per unit of 
volume (specific en- 
ergy) is much 
higher, and as a 
consequence _ their 
relative safety is 
decreased. Often, 
the energy ab- 
sorbed by such 
boilers must be re- 
duced because it 1s 
not possible to re- 
new the electrodes 
at such frequent in- 
tervals. Some boil- 














Fig. 5. Sectional view of an electric 
boiler ers, however, are 


constructed for 
high resistance which may be reduced and increased 
during operation without an unreasonable increase 
in wearing of the electrodes. Certain boilers tor in- 
stance, are in continuous operation with a surcharge 
of 50 per cent. It has been observed, that for high 
tensions the minimum admissible current must not 
be too low because this will have a bearing on the 
security of operation with normal currents. For this 
reason, one manufacturer does not as a rule, make 
boilers with ratings lower than the following: 50 
kw. and 3,000 volts, 100 kw. and 5,000 volts, 200 kw. 
and 8,000 volts and 500 kw. and 10,000 volts; all be- 
ing three phase ratings. 

Other manufacturers make boilers with electrodes 
not completely immerged in the boiler water. When 
the voltages run as high as 1,000 volts, these systems 
produce blows on the surface of the water. <A rapid 
wearing of the electrodes results by the variation in 
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the current consumed. In consequence, the elec- 
trodes of some boilers are completely immerged. The 
poles, carrying the current trom the cover of the 
boiler to the electrodes, are enveloped by an in- 
sulating tube. 

Different types of boiler electrodes are used, ac- 
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Fig. 6 Eleetriec vapor heating installation 


cording to the different currents and voltages sup- 
phed. The fundamental and important part of a 
high tension, heating apparatus is the electrode, en- 
closed in an insulating tube. ‘This is shown in Fig. 3. 
It is thus possible to move the electrode in a vertical 
direction and immerse it completely in the water of 
the boiler, even in the higher position. ‘The position, 
represented in Fig. 3, permits a minimum energy 
consumption. .The electric current traverses the 
water in the vaporization tube, from the electrode 
C to the walls of the boiler. The water, enclosed in 
the tube, is heated and rises in consequence of nat- 
ural circulation, while other water, being less hot, 
enters the tube from below. When the vaporization 
tube is drawn up, the distance traversed by the elec 
tric current, from the electrode to the lower border 
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ig. 7. Kleetrie boiler installation 


of the tube, is reduced, the resistance is reduced, and 
the flow of current is facilitated. The maximum 
amount of power is consumed when the border of 
the tube is removed about 2 inches from the border 
of the electrode, 

The disposition satisfies only for relative currents 
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of about 150 kw. per electrode, and for ten- 
sions to about 8 OOO volts. When these 
values are exceeded, the bubbles of vapor, 
formed on the surfaces of the electrodes, 
are not carried away regularly by the single 
influence of natural circulation. The bub- 





| At left: Fig. 
| Ss A small 
| eleetrice 
| boiler 


At right: 
Fig. 9. Two 
electric boil- 
ers in cheese 
factory 








bles, adhering on sioning variations of current. In using electrodes of 
the surfaces of the great power rating, this inconvenience 1s avoided by 
electrodes have in- means of artificial circulation which carries away the 
sulating charac- bubbles at the moment of their origin. The artificial 
teristics and re- circulation is effected by a pump working against 























duce, momentar- the water under each of the electrodes as illustrated 
ily, the active sur- by Fig. 5. Realizing that constancy of current in 
-y | face of the elec- the boilers is of great importance in the use of high 
trodes, thus occa- tensions, the electrodes were designed some years 
TABLE I. 
: | ae i pA _ — —a 
. ELECTRIC BOILER | | FEED WATER ; ee 7 
Time of — | . Vapor | Correction 
Line . : Kw. hr. x Pressure $$$ $$ | = 
Readi | ; Produced (Factor of the 
teading a ———e 100 Kg./em? ; ; 
Volts 7 . “ 5 Kw | | Liters Degrees Fahr. lb./hr. Indicator 
. | | 
_| a Sse a a 
8:45 P.M §220 100 102 102 1030 | 317,360 | % 4 983,806 138.2 2890 1.151 
9:00 P.M.| 6200 100 102 100 1010 =| ~Ss 317,690 | 8.7 | 984,150 | 145.4 2845 1.144 
9:15 P.M.| 6180 100 102 102 10200 «| 317,890 | 8.2 | 984,528 | 145.4 | 2845 1.144 
9:30 P.M. | H280 100 103 103 1020 318,920 Ss. 1 | 984,900 145.4 2890 1.138 
. 9:45 P.M.| 6200 100 101 lo] 1030 318,410 8.0 | 985,332 | 147.2 | 2890 1.132 
10:00 P.M. | 6200 100 102 102 1030 318,700 7.9 985,722 | 145.4 2890 1.126 
10:15 P.M | 220 100 102 102 1040 318,960 7.9 | 986,066 | 143.6 2935 1.126 
10:30 P.M | 6200 | 100 102 102 1050 319,230 S 1 986,480 | 143.6 2735 1.138 
10:45 P. M.| 6240 100 102 102 1050 319,510 S 4 986,860 | 143.6 2735 1.151 
11:00 P.M. | 6200 100 102 102 1040 319,770 S 6 | 987,230 | 143.6 | 2665 1.158 
11:15 P.M 6300 100 102 102 1040 320,060 % 6 | 987,650 143.6 2865 1.158 
11:30 P.M 6300 100 102 102 1040 320,340 é 8.4 | 988,044 | 143.6 3065 | 1.151 
| | | 
Kw. hr. at 11:30 o'clock = 320,340 Kw. hr ago, in the manner represented by a pole (phase) as 
Kw. hr. at &°45 o'clock 317,360 Kw. hr ; le 
: shown in Fig. 4. 
Consumption of current including Sketch I, of this figure, shows the position of the 
SON ON Os Ca gee > ee ee vaporization tubes at minimum power consumption, 
Equivalent in heat 2980 & S60 2,562,800 calories . . 
endian of weber mater et UBbeldesk ..« 060064 Miers the electric current flowing from the electrode, down 
Reading of water meter at 8:45 o'clock — = 983,806 liters through the column of water in the tube A, and to 
; sciatic the metallic parts of the bottom of the boilers, as 
ae ers a = ° 
Quantity of water circulated 4238 kK 0.992 = 1,204 liters well as to the Opposing electrode. To increase the 
Redaction to its temperature of 144.5 we power consumption, the vaporization tubes, A and 
degrees fFahr. 20 liters ° ° : 
‘ B, are elevated by a regulating mechanism. Sketch 
Corrected amount of water circulated 1,084 liters II, in Fig. 4, shows the approximate position of the 
Mean pressure of vapor 8.23 Kg./em? apparatus whicl er it . f : t me liz t [a ‘On- 
ta a Rihanna apparatus ich permits of intermediate power co 
. Heat content of one Kg. vapor (8.23 Kg./cm?*) 665.2 calories sumption, and sketch III indicates the position COT- 
Heat content of one Kg. water (144.5 deg. Fahr.) = 62.5 calories responding to the maximum power consumption. In 
ai rene ‘ach of these positions, represented by sketches I, I 
erence : Hig.¢@ CAIO es " m - 
Quantity of heat absorbed 4084 * 602.7 = 2.461.427 calories and III, the transformation into heat, of the greatest 
' Efficiency of boiler referred to energy input of 1033 Kw. (average consumption) part of the introduced energy, is carried on in that 


2,461,427 


100 = 96.05 per cent part of the tube which is directly under the electrode. 
2,562,800 The sketches show clearly that for small currents, 
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small quantities of water take part in the transforma- 
tion of electric energy into caloric energy, and that 
for great current, the transformation is executed in 
a mass of water which is proportionally larger. The 
power used in the energy transformation in this 
system of electrodes, is nearly invariable at each 
rate. 

For comparison with other electrodes, these elec- 
trodes have the advantage of employing cylindrical 
insulating tubes. According to the principle shown 
in Fig. 5, electrodes have been used for three phase 
currents of 6,000 kw., and for tensions of 1,600 volts. 
Fig. 6 represents a section through a boiler which 
absorbs 6,000 kw. The principle of telescopic dis- 
placement is employed by the vaporization tubes. 
The tubes F and K are held by means of a cross 
beam, which is suspended on the regulating stake D, 
traversing the wall of the boiler by a-stuffing box C. 
The movement of the regulating stake is limited by 
stops in the interior of the boiler. The extreme posi- 
tions correspond to the minimum and maximum rates 
of power consumption. 

The regulating stake can be displaced in four dif- 
ferent ways, normally operated by a lever; but which 
may be activated by means of an endless screw in 
conjunction with an electric motor, by water under 
pressure acting up on a piston as regulated by a 
hand valve, or by automatic relay operation as a 
result of boiler pressure or as a result of current con- 
sumed. 

As already mentioned, the resistance depends upon 
the purity of the water. Since practically all water 
contains salts in solution, and since ionization of a 
salt solution permits of passage of an electric cur- 
rent, the resistance of .water is reduced according 
to the amount of these salts in solution. The con- 
tinual addition of water to the boiler, therefore, 
causes a continual reduction of resistance until it is 











Fig. 10. Sleetrie bhoiler hot water heating system 


impossible to adjust the minimum power consump- 
tion. In order to avoid too great a reduction of re- 
sistance it is necessary to purge the small rate boilers 
each day. A continual purification of the water, on 
the contrary, is necessary for boilers of great cur- 
rent consumption and the heat, driven off by the 
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purging of the water, is recovered in an exchange of 
heat, according to the principle of counter current. 

The efficiency of an electric boiler, with direct 
vapor generation, is very high, because the loss of 
heat is a minimum, as a result of the very small sur- 
face of radiation. On the other hand the loss in 
purging, remains small when the boiler is fed with 
water of normal purity. When the vapor must be 
accumulated, the efficiency of the system depends 
principally upon the qualities of the centrifugal cov- 
ering. During 1926, the efficiency of several boilers, 
with great heating capacities were determined. ‘The 
results of an installation at Bale are reproduced in 
Table I. 

3ecause the heat losses of the boilers are the same 
for each charge the efficiency of a 2,400 kw. installa- 
tion was very high, and is attributed to the fact that 
the boiler needed only little purging. 

Figure 6 represents a practical electric installation 
for generating an accumulation of vapor. The water 
is heated and partly vaporized by the night-current 
in boiler D, at a temperature being a little higher 
than the temperature of evaporation in R. The mix- 
ture, water-vapor, enters by a conduit into the heat 
accumulator M, a part of the vapor, produced in 
the latter, enters, by way of the mouth 5S, the boiler 
with firing R, which assumes the function of a second 
accumulator. The rest of the vapor, liberated in M, 
is reduced in pressure (R) in P and is carried to the 
distributor T, where distributing is made to the 
different places of consumption, The vapor, pro- 
duced in R, enters the same distributor. The feed 
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Fig. 11. tlectric boiler and hot water supply system 


water is introduced into the accumulator M, by the 
valve U. The valve for operating the hydraulic 
mechanism for displacing the electrodes, is indicated 
by H, permitting the adjustment of the power con- 
sumption of the boiler to meet the vapor demand. 
An electric boiler of 2,500 kw. for three-phase cur- 
rent of 8,000 volts and rated at a maximum vapor 
pressure of 12 kg. per sq. cm. is shown on the front 
cover. This boiler is installed in a silk-dyeing plant, 
which has been in operation seven years. An electric 
boiler of small capacity, for tensions of from 110 to 
500 volts, and of from 2 to 30 kw. rating, is also 
shown on the front cover. Its diameter is only 12 
(Continued on Page 77) 
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Accounting — Simplified 


PART II. The Mechanics of Accounting 


HE method by which we arrive at the informa- 

tion which reflects the net worth of a business and 

the profit and loss on operations, may well be 
termed the mechanics of accounting. In old Babylon, 
accounting transactions were recorded on bricks; in 
Kome they used parchment rolls; the Medici—and they 
were the first real accountants—used hand-made paper 
of fine quality; our later forefathers used heavy calf- 
bound books; we use light binders and loose-leaf sheets. 
But there was one thing common to all bookkeeping and 
accounting records—they were planned and built up for 
the sole purpose of arriving at accurate information as 
to what changes took place in the financial affairs of an 
individual or a business. 


The Necessary Books 

Our modern system of bookkeeping consists of a 
number of separate records, all of which exist for the 
purpose of showing in detail the different classes of 
transactions that occur in business. In the course of 
the bookkeeping period, these individual transactions are 
brought together, classified, and accumulated, until they 
are all reflected permanently in a final accounting record, 
called the General Ledger. The purpose and the rela- 


By A. J. PEEL 


tionship of these individual accounting records, I have 
indicated in the accompanying chart “A.” 


The books of account which, 


in one form or another, 


are necessary to any modern business enterprise, are as 
follows: 


(a) 
(b) 
(c) 
(d) 
(e) 
(f ) 


The 
The 
The 
The 
The 
The 


Journal 

Cash book 

Invoice register 

Sales register 

Notes payable and Notes receivable re 
Ledgers: 


gister 


(1) General ledger 
(2) Customers’ ledger (Accounts receivable) 
(3) Vendors’ ledger (Accounts payable) 


The nature of the transactions which are recorded in 
each of these books is clearly indicated on the accom- 
panying chart, and a careful study of this chart will 
convey more information to the reader than columns of 


text. 


At this stage it is necessary to point out that while, 
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theoretically, these records are separate “books,” modern 
accountancy has made such progress in the last decade, 
that for certain classes of business, two or more of these 
“books” may be combined in such a manner that all 
the information required may be shown on one form. 
This 1s a very distinct advantage to the smaller concern 
where the bookkeeping can be handled by one individual. 
In larger offices, where more than one clerk is employed 
in the bookkeeping department, it is more convenient to 
separate the books, to enable more than one person to 
work on the books at one time. It is my purpose in 
this series of articles to explain and demonstrate both 
the combined and the individual records. ‘The principles 
hy which each record is built up are the same, regard- 
less of the number of separate books used in the system. 
In the plumbing and heating industry, the three records 
which can be conveniently combined are the Cash book 
(or journal), the Invoice register (or accounts payable 
record) and the General Journal (the record of opening 
and closing entries). 


Accounts and Control 

HE terminology of the various accounts used 1n any 

business is simply the name given to any particular 
class of transactions. In the first article of this series 
a chart was shown which consisted of a number of 
accounts classified under four main headings: Assets, 
Liabilities and net worth, Expense, and Income. Each 
of the individual accounts shown under these four head- 
ings represented a particular class of transaction. For 
example, the Cash account exists for the obvious purpose 
of showing incoming and outgoing cash; the Accounts 
Payable account shows us sums owed by the business, 
and sums paid by the business; the Truck account shows 
us the value of trucks owned, and any decrease in this 
value due to the glisposal of trucks. These accounts are 
all impersonal accounts ; they have to deal, not with indi- 
viduals and firms, but with classified values. 

In addition to these accounts, we have, of course, per- 
sonal accounts. These are accounts with individuals. 
In the plumbing business we have need of three classes 
of personal accounts: (1) accounts with customers, (2) 
accounts with vendors of equipment, supplies, or serv- 
ices, and (3) accounts with individual employes for 
salary and wages. A modern accounting system pro- 
Receivable.” In the same way, all the accounts with 
people from whom we purchase goods or services are 
controlled by one account in the General Ledger, called 
vides for a control account of all personal accounts ; 
that is to say, while we may have a hundred customers’ 
accounts, these are all controlled in the General Ledger 
hy one customers’ account, which is called “Accounts 
“Accounts Payable.” The separate accounts with em- 
ployes is controlled by one account called ‘Accrued 
Salaries and Wages.” Controlling accounts are very 
important, and will save the bookkeeper hours of worry 
and confusion, as well as insuring absolute accuracy in 
his individual records with customers, vendors and em- 
ployes. The relationship between the ledgers in which 
are kept the personal accounts, and the controlling ac- 
count in the General Ledger, is clearly shown in the 
chart. ‘These ledgers—customers’, vendors’ and em- 
ploves’—are usually known as subsidiary ledgers. 

Control accounts in the general ledger are also pro- 
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vided for notes payable and receivable, and frequently, 
for plant equipment; in fact, almost any of the asset 
accounts might be split up into subsidiary accounts, 
which would be controlled by the one account in the 
general ledger. The need for such a sub-division must 
be determined entirely by the nature and size of the 
business. 


Double-Entry Principles 

ERHAPS no feature of accounting and bookkeeping 

has presented more difficulty to the layman than the 
double-entry principle—and, it must be added, without 
reason. The day when single-entry bookkeeping was 
good enough for business operations is passed. By 
means of double-entry we are able to show and record 
two factors for every single transaction. But what is 
of equal importance, double-entry insures a degree of 
accuracy in bookkeeping which would be impossible in 
any other way, for double-entry is the system by which 
we keep our books in perpetual balance. 

Let us now consider a few simple illus:rations: Let us 
assume that we receive in one day the following sums of 
money : 


from customer A...................$200.00 
Dividend check on stock............. 150.00 
Krom sale of supplies............... 60.00 
Krom customer B...... 0... eee ee ee 24.00 
Discount on bill paid in 10 days....... 6.60 


We have here a total of $440.60 received in cash or 
in cash value. It is quite obvious, even to anyone with- 
out accounting knowledge, that the account in which 
this must show is the Cash account, since it is cash re- 
ceived. There is one item which is not cash, however, 
the $6.60, and this would show under a “Discount 
Karned” account, so that we have two accounts affected 
by these transactions—Cash, $434.00, and Discount 
earned, $6.60. But if these are the only two accounts 
which we can employ for the above transactions, we 
shall be without other information just as vital as that 
\We have 
no accounts showing the sources of these entries or re 
ceipts. Now double-entry bookkeeping is nothing more 
than the principle of providing a second account in which 
may be shown, not only the source of cash received, 


revealed by the cash and discount accounts. 


but the source of purchases, the source of sales, and 
other factors so important in accounting procedure. 
Now let me illustrate what happens when we apply 
the double-entry principle to the above items, and in 
doing this I am going to use the names of accounts 
affected, and with which we are now somewhat familiar : 


Cash Discount Accounts 
Account earned Dividends Snles Receivable 
34.00 §.60 150.00 H0.00 294.00 


Accounts Payable 
6.60 
This principle of maintaining a constant balance 1s 
made active by charging (or debiting) and crediting 
two or more accounts for each individual transaction that 
affects the business. 


Debits and Credits 
HERE are many definitions of the law of debits 
and credits, and [I will mention two or three of the 
most complete and satisfactory of these: 
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1. Whatever comes into the business is debited 
(charged ). 
Whatever goes out is credited. 
2. Debit what is received and who, or what, costs 


value. 
Credit what goes out and who, or what, produces 
value. 


\With these definitions in mind, let us look at the en- 
tries which we made above, and note how the law of 
debiting and crediting applies here. I shall show these 
various amounts as charges and credits in the different 
accounts affected: 


Cash Accts. Rec’ble Dividends Sales Discount Accts. Pay’ble 
DR CR DR CR DR CR DR CR DR CR DR CR 
200.00 200.00 
150.00 150.00 
60.00 60.00 
24.00 24.00 

‘ 6.60 6.60 


In the first case we received $200, and the receipt was 
cash; we therefore, according to our rule, debit the 
cash account. But since a receipt of cash implies, either 
a change in an asset (that is, some value going out from 
one asset account and coming in to another asset ac- 
count), or income (that is, something that produces 
value), we must credit something. In this case it is, 
Who produced the value? And the “who” was a cus- 
tomer; the account which represents money owed to us 
by customers is, therefore, credited. Reasoning in this 
way, the reader should have no difficulty in understand- 
ing the other entries. 

A better working formula for charging and crediting 
accounts is one which is shown below. Until the reader 
has thoroughly mastered the principle of debiting and 
crediting, he will find that he will make no mistake by 
following this formula in all its literalness: 


To Increase or add to To Decrease or reduce 


DIODE. cc cccccceses Rae }=RARAI Rae co ccc scvcess Credit 
CPOE. ccccscsess LIABILITY ACCOUNTS........... Debit 
| rrrrrrT TT ee Debit 
Seer eer eT SXPHENSE ACCOUNTS........... Credit 
eee errs joe | er ee re Debit 


Credit for profit..PROFIT & LOSS ACCOUNT. .Debit for loss 


The reader will bear in mind that all the accounts dis- 
cussed and shown on the chart which accompanied the 
first article of this series come under one or other of the 
above classifications. It is impossible to make a mistake 
in debiting and crediting if the above formula is ad- 
hered to. 

If, when seeking to determine when to debit and when 
to credit, we ask ourselves the following questions, the 
problem is still further clarified: 

1. Does it add to or reduce any asset account, and if 
so, which? 

2. Does it add to or reduce any liability account, and 
if so, which? 

3. Does it add to or reduce any expense account, and 
if so, which? 

4. Does it add to or reduce any income account, and 
if so, which? 

It doesn’t matter how complicated a transaction may 
seem, the difficulty will unravel as soon as we apply 
these tests in conjunction with the formula given above. 

I have gone into this matter rather thoroughly be- 
cause it is the foundation of any good accounting system. 
The question has been asked repeatedly, ““Why can’t we 
keep books without knowing all this business of debits 
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and credits?” The answer is, “You can.” There are 
hundreds of “bookkeepers” who are keeping a set of 
books but who don’t know why they credit this account 
and debit the other. They are doing it, however, be- 
cause they are following a rule, a formula. 


In the articles which will follow, there will be little 
reference to accounting theory. They will be devoted 
almost entirely to actual practice and procedure in which 
will be demonstrated the different forms and records 
which have been proved to be the most effective for 
developing accurate accounting facts, simply and speed- 
ily. At the same time the underlying principle of every- 
thing done will be the double-entry principle, which is: 
A debit for every credit, anda credit for every debit. 


How to Make 200 Per Cent 


When securities are bought, the yield is generally 
a measure of the risk. “Twenty per cent is not ob- 
tainable on gilt-edged bonds. Yet far higher per- 
centages can often be made without risk in the in- 
dustrial plant, says “Power.” 

Take heat insulation, for example: It is a fact 
that one foot of bare three-inch steam pipe will waste 
about half a ton of coal per year. A good grade of 
pipe covering will save about 90 per cent of this fuel, 
so that at current prices, the job pays for itself in 
less than six months. Here is 200 per cent on the 
investment—and a sure thing at that. 

Why in the world, then, are steam pipes ever left 
bare? Perhaps the answer is too much fancy mathe- 
matics. Some may have the idea that the ordering 
of pipe covering should always be preceded by a 
long session with pencil and pad wherein one labori- 
ously computes surface areas, heat radiated per 
square foot for various curvatures, percentages saved 
by pipe covering of. various composition and thick- 
ness, and so on all day. ; 


But why hold up the works until one can find time 
for such a computation? It will merely prove what 
everybody knows anyway—namely, that the pipes 
ought to be covered. And it will prove also that 
the heat lost by the bare pipes while the computa- 
tion was being made would run the family flivver 
from New York to San Francisco (or choose your 
own cities). 

This brings to mind an amusing incident. An 
engineer dickered for four weeks with various 
makers of pipe covering to get the lowest price on 
an 85 per cent magnesia job. He finally succeeded 
in knocking off 5 per cent from the first bid sub- 
mitted, and patted himself on the back for his 
“shrewdness.” 

He never knew that the fuel wasted during the extra 
month of bidding cost him at least 15 per cent of the 
price of the covering. 

This is not to be construed as a criticism of the 
careful planning for new installations. It does mean 
that where bare piping exists in an operating plant, 
the thing to do is to order some good covering in a 
hurry and forget about the scientific refinements until 
the covering is installed. 


When the barrel is leaking at the bunghole, one 
doesn't scour the country for lowest price on corks. 
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How the Coburn store 


How to Sell 
Specialties and Remodeling 


HIS is a dav ot keen competi- 
tion not only between individ- 
industry 
industries them- 


ual members of an 
but between 
selves ; and the concern which expects 
\mert- 


hasic 


to get its part of the average 
can’s dollar must go out and ask him 
That, at least, is the theory 
(Coburn 1s conduct- 


for it. 
upon which A. J. 
ing his business. He is the owner 
of the plumbing concern operated in 
Beaumont, Texas, under the name of 
\. J. Coburn Company. 
And it seems that Mr. 
theory is about right. He started in 


Coburn's 


Beaumont about eivht 


years ago with a capital of $400. To 


business mn 


day he is doing a volume ot about 
$20,000 a month. 
outstanding plumbing establishments 


His is one of the 


nn lexas. 

lle started in a Iittle store about 
l4 teet square; but even then he be 
heved in the value of merchandising 
as an adjunct to the plumbing bus: 
and that belief turned out well, 


apparently, for today the selling of 


ness; 


specialties 1s a very important phase 
of the 
months avo the firm moved into a 


9 


(Coburn business. \ few 
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PLUMBING © HEATING 
ERCHANDISING 
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looked when it was opened 


new building on an important retail 
street, the conveniences for display- 
inv and selling specialties governing 
the selection of the new = site and 
btulding. 

The Use of Salesmen 


\ factors have Cl} 


, number of tered 
prominently into the growth of the 


(‘oburn firm. -A\mong these are con- 


sistent advertising, pushing special- 
ties, the use of the deterred payment 
Jan, and the hiring of outside sales- 


men The latter teature adequately 
proves Mr. belief in the 


soundness of mere hancdising as a part 


(‘oburn’s 
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of the modern plumber’s business. 
At the present time he has five men 
who devote the greater part of their 
time to outside selling. They sell 
everything in the way of service and 
merchandise that the firm offers. 

“Tl would not attempt to carry 
cialties, such as water heaters,” 
Coburn declares, 


spe- 


Mr. 
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sales made in his territory, regard- 
less of whether or not he makes them. 
That applies to all business done in 
the territory with the exception of 
simple service jobs. But even in the 
case of a service job, if the salesman 
sells the customer a new wash basin 
or other plumbing fixtures or mer- 
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balance out of his own pocket 
“The men do not object to using 
their cars,’ Mr. Coburn points out. 
“because they can make so many 
more calls and can thereby make 

much more money.” 
Every salesman has a key to the 
sales room and it is a part of his 
training to fit 





“without having 
outside men to 
push them con- 


COBURN’S 














his routine to 
suit that of the 
prospective Cus- 


sistently. Spe- tomer. “TI find,” 
cialties are says Mr. Co 
things which - burn, “that one 
people do not PLI IM. ING REPAIR of the things 
buy until they that we plumb- 
are reminded to ers ought to for- 
buy; and when SHOP get is that as 
they are re- journeymen we 
minded, they had regular busi- 
usually do not SAVES os © 99 ness hours and 
think of a quit when the 
plumbing estab- hour came. [ 


lishment. unless 


a plumbing 


No Lost Time—No Lost Motion—We Never Go 
Back for Tools or Forgotten Parts. 


find that in sell- 
ing specialties, it 


























firm's represen- Is necessary for 
tative does the We Are Ever Alert to Serve the salesman to 
reminding. That a - = work to the con- 
ic whv we like to Repair work or new, cottage to | | ili f the 
; mansion—specify Coburn for the venience oO 
cnn . , 7 plumbing job. No job is too small ° : i _., 
have oul own W ork by none too large. Our experience over | Highest prospect. here 
i ‘ oo. a period of years makes us thoroughly cain tia: deine . ; 
p e Tsona r¢ Skilled acquainted with your needs. Quality are a OT¢ at Many 
. | 
minders. ' men who cannot 
Call 4210 today. Our plumbing 
, = ate _ : work may be done on easy divided ° . oe awav from 
The salesmen Craftsmen payment terms. Let us know your Fixtures get awe 
work on leads wants. Estimates gladly furnished their own work 
without any obligation. 
supplied by the 2 during regular 
house and se- - ’ ; business hours 
[here is as Much Difference in the Quality of Plumbing Fixtures | 
cured from a va- to come down 


riety of se urces, 


among. which 





may be listed re 


and Their Installation as Any Other Commodity and Labor— 
That Difference is in Favor of Coburn’s $$$ Saving Service. 


look at a 
heater or 
lle W 


ancl 
water 





a set ot 





plies to adver- 


tisements. They 

also are expected to dig up prospects 
of their own and to keep a_ sharp 
lookout for new construction 


other signs of possible markets for 


and 


plumbing services and specialties. 
The a combination 

salary and commission basis. They 

each draw a flat salary of $100 per 


men work on 


month as a_ base. [hey receive a 
commission of five per ce 
thine thev sell in the 
such as water heaters, 


(On 


‘nt on every 
specialty line, 
is ranges and 
sO oon, straight plumbing sales 
their commission 1s three per cent. 
Credit for Sales 
(he city is divided into sates dis 


tricts. and each salesman 1s allotted a 


district. He is held responsible for 
business secured—or missed-—in his 
zone; and as compensation for this 
responsibility he vets credit for all 


Hlow Coburn 


chandise 1n connection ‘with the serv 
Ice job, he gets credit for the com- 
bined amount of the account: and he 
gets tull credit if the customer buys 
anything, even though he does not 
actually do the selling himself. This 
feature of the arrangement 
ages the men to follow up all service 
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calls and to push sales, these calls 
indicating that the prospect 1s 1n the 
mood and the position for new mer- 
chandise and should be seen at once. 
Mr. 


credit 


Coburn finds that the peculiar 
arrangement salesmen 


on their toes to tollow up the repair- 


keeps 


men on service jobs in their respec- 
tive zones. 

kach salesman must have his own 
automobile to be used on the job. 
The $10 


toward he 


month 
the 


firm pavs him per 


expenses, and pays 


“sold” his repair truck service 


plumbing fix- 


tures. In such 
cases our salesmen are trained to ol- 
fer to meet the prospect at our sales 
room in the evening and to spend as 
much time as necessary to show the 
prospect the full line. That helps a 
lot in selling everything outside ot 
actual service.” 

The store remains open until seven 
o'clock in the evening on week days 
and until nine on Saturday. 

Selecting a Store Location 

“In the 
Mr. Coburn 
highly important. 
found here, it is 


selling of merchandise,’ 


stresses, “location 1s 
lirst of all, as | 
have necessary to 
have a place large enough to show 
vour lines fairly completely ; and it 1s 
necessary that you be situated where 
enough people pass your place to 
amount otf interest 


When the plumbing 


create a certain 


from that angele. 
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concern begins merchandising it gets 
into competition with a score of other 
lines of business which are seeking 
the attention of the passerby; and it 
is well for the plumbing shop owner 
to bear this constantly in mind when 
laying out his sales floor and select- 
ing a new location.” 

Although Mr. Coburn’s place is not 
in the heart of the downtown busi- 
ness section of Beaumont, it is on the 
fringe of this section; and what is 
very important, it is next door to a 
large food market. He says that this 
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relation to the food market was the 
determining 
the new store. 

Not only do hundreds of women 
pass the Coburn store daily on their 
to the 
there is an inviting passage way lead- 
ing from the side street, through the 
Coburn and into the 
Since the plumbing shop is on the 
ot this 
Way saves several steps for women 
who come down the side street to the 


factor in his selecting 


way and trom market. but 


store Market. 


corner two streets, passage 


market; and they gladly use the 
short-cut and, incidentally get an 
“eve-full” of the merchandise 1n- 


variably and pleasingly displayed on 
the Coburn floor. 

As a practical example of what 
location and better means of display 
do in the sale of specialties, the firm 
has been carrying gas ranges as a 
During the 


sideline for some time. 


of the hburlding im 
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last seven months in the old location 
the firm sold seventeen ranges. Dur- 
ing the first month in the new shop 
it placed The 
company sold more than two carloads 
of gas ranges in six months, and the 
favorable location and added display 


thirty-seven units. 


facilities largely did it, Mr. Coburn 
declares. Not only do these facil- 
ties help greatly, but they make it 
much easier to 
close their prospects by bringing them 


for the outside men 


into the store among the actual mer- 
chandise under favorable conditions. 
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new Coburn 


How Salesmen Help Management 
Referring again to the work of the 
“Not 


only do the salesmen make 11 possible 


outside men, Mr. Coburn says: 


for me to db a profitable merchandis 
Ing business, but thev are big factors 
in guaranteeing satisfactory plumbing 
service, Betore the sales force went 
on the job, we had no direct way of 
that all 
customers were satished. 
“Now the salesmen serve as a con 


checking up tO see service 


stant check on this part of the busi 


ness. The first few weeks they were 


Out the uncovered about SEXty com 


plaints from service customers—com- 


plaints not severe enough for the 


customers te 


call us up and demand 
satisfaction, but complaints that really 


are worse. They were the sort which 
left the customer with a bad taste in 
his mouth and made him tell his 
neighbors how poor we were as 


sfore 


se 
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That is the ot kick 
Most ot these SIXty dis- 


plumbers. sort 
that hurts. 
coveries were in regard to our mini- 
mum charge tor service. Ihe cus- 
tomers felt that they had been over- 
charged tor what service they got. 
The 
these complaints, but in most cases 
they were able to make the complain- 
ants see our point. 


salesmen not only uncovered 


‘“*Now I can't say as | know a lot 
ibout the plumbing trade,’ the sales- 
man comes back in such a case, ‘but 
| have learned -enough while selling 


\ : Se 


is located 


rt AMlr. Coburn to know that on ac- 


the actual cost of doing bus 
big rents, 


and all 


count of 


ile I iP 4 . 
ness with salaries to pay, 
i 


cost of operating trucks 
sunply cannot atiord to 


_ ' ; , i. 
tor less money than he Charvead Vou. 


lt mav look aé little high ats first 


thought, but 1f you vet down to actual 


facts and heures, vou will find that 


the charge was rather reasonable. 


(senerally the customer vrins and 
AVTEES. 

‘The salesmen are required to tol 

as vs : 

low up all jobs the e| [If one 
j 

sells. for example, a water heater 

- | ] . 

today. in about a month trom today 

. ° | 1 a - 

he VIsiTsS The home whi re the neatet 


Was installed and ha : 2 long talk with 
the customer. lle 


whether or not the rob 


Walits 1d) KNOW 


has been en 
cases he 


tirelv satisfactory. Ina tew 


“uncovers real complaints, vhich are 
adiusted and the good will of the 
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customers saved. In most instances, 
however, instead of getting com- 
plaints he gets the names of friends 
of the customers who are likely to be 
in the market for just such a heater, 
or plumbing fixtures or whatever the 
installation in this particular home 
might have been.” 
Profit on Created Business 

It is significant that practically all 
of the Coburn business is in small 
jobs and sales, indicating that the 
constant work of the outside men 1s 
making up in volume what big con- 
tracts would cover were the shop to 
go strongly for that type of business. 
And, according to Mr. Coburn, it 1s 
the small, created job and the sale of 
merchandise that count in the profit 
column. 

The firm never cuts a price, either 
in the contract and service depart- 
ment or in the merchandising divi- 
sion. It makes it a rule to handle all 
service calls the same day received, 
regardless of how late it may be 
necessary for a man to remain on the 
job to complete the day's calls. 

Mr. Coburn credits his installment 
plan of selling as being vitally im- 
portant in the building of his mer- 
chandising business; and he applies it 
to anything that he sells, whether it 
be service or a specialty. 

“Credit 1s so easy to get nowa- 
days,” he declares, “that the firm 
which does not grant it and let the 
public know that credit is available 
is going to be left without a lot of 
good business which it should have 
had. ‘There is nothing more practical 
in the life of the average American 
than proper plumbing, a well-fixtured 
bathroom and a good heating plant ; 
but unless the plumbers themselves 
tell the public how important these 
things are in everyday life and _ let 
them know that these things may be 
bought on credit, a lot of people will 
utilize their credit to buy a lot of 
other things which they need a great 
deal less \Ve owe it to the public 
as well as to ourselves to extend 
terms, where possible, and make a lot 
of noise about these terms. 
“However, there should, | believe, 
be a word of warning here. Install 
ment selling has its pittalls. I know 
from actual experience! Betore a 
contractor should start selling exten- 
sively on installments, he should be 
adequately financed, or have positive 
and reliable arrangements for financ- 


ing his paper. It is surprising how 
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large a credit business will go in a 
few months unless the merchant 1s 
fixed to handle it. So, as important 
as installment selling is to the growth 
of the plumbing business, the average 
merchant in the industry certainly 
should be sure of his credit ability 
before he offers to sell on time.” 

How to Handle Instalment Sales 

Mr. Coburn has a sliding scale of 
charges for credit and for terms of 
payment. He will extend credit over 
a period of six months, twelve 
months, eighteen months; but to get 
the latter terms it is necessary that 
the customer make a sizable purchase 
and be ultra reliable. No doubtful 
sales are entered into. 

On an account to be paid out in 
six months, the carrying charge 1s 
six per cent of the total cost of the 
job or purchase. For twelve months, 
the interest or carrying charge is 10 
per cent of the total; and for eighteen 
months the charge is 15 per cent of 
the total. 

In all cases the customer pays 
down not less than a sum equal to 
the monthly payment. 

This down payment is demanded 
at all times except on a few special 
occasions where the firm desires to 
push some specialty. For example, 
during the first part of January this 
year when business was normally dull 
after the Christmas shopping period, 
Mr. Coburn offered to sell water 
heaters on time with no payment until 
the first of February. He sold four 
heaters on the first day the offer was 
made public. Naturally he made 
doubly certain that the credit stand- 
ing of purchasers under these terms 
was of the first class. 

“Regardless of what you are sell- 
ing, whether it be a service job or a 
water heater that may be repos- 
sessed,” Mr. Coburn emphasizes, “I 
find it essential that all credit cus- 
tomers have a rating sufficiently good 
to enable them to buy anywhere on 
open account. By following that rule 
there is little Iikehhood of vetting 
poor payers on the books. Of course 
in the case of merchandise, it always 
can be repossessed; but that 1s not 
our business. We want to sell where 
it will stay sold.” 

()n all time sales the company takes 
i payment contract and chattel mort- 
gage on the merchandise purchased. 
In some cases these mortgages are 
filed, depending upon the standing of 


1 . ri . 
tne custome.r, 
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1348 PARK STREET TELEPHONES 4210 AND 4211 


COBURN COMPANY 
SAVES “‘U’’ $$$ 


“WIFESAVING”’ 
AND JOHN BLANK 
| HOME APPLIANCE DEPT. SPECIAL REPRESENTATIVE 








lhis 1s one of the unusual business cards 


used by the company’s salesmen 





An Effective Slogan 

Mr. Coburn’s sign on the building 
and the signature and slogan used in 
all advertising are important factors 
in =6building business, he — thinks. 
“Saves You $ $ $—Better Plumbing 
l'ixtures,”” he tells the public. He 
knows that the peculiar association 
of dollar saving with plumbing at- 
tracts a lot of attention. 

The Coburn business has been 
aided materially in its gradual growth 
by a sane advertising program. “Mr. 
Coburn sets aside two per cent of 
gross volume trom last year as this 
year’s advertising appropriation. This 
year that runs to about $200 a month. 

“The first thing that comes out of 
this appropriation,” he points out, 
“is a fee of $25 to pay an advertising 
ian to prepare my copy and to han- 
dle my campaign. Since I began do- 
ing this | have seen a noticeable 1n- 
crease in the efficiency of my adver- 
tising. It simply is a hard proposi- 
tion for a contractor to take the time 
out to try to prepare his own adver- 
tisements ; and the service department 
of the newspapers is always too busy 
and has too many other accounts to 
give any one customer a_ good 
service.” 

Practically the entire expenditure 
for advertising goes for newspaper 
space. The only other advertising done 
is the use of a booth each year at the 
local fair, and space in a few church 
and traternal publications which are 
difheult to escape, although Mr. Co- 
burn savs he knows that they do him 
no good. . 

The store got 6ff on the right foot 
by putting on a regular party on the 
occasion of the opening of the new 
location, 

The firm ran a full page in the lo- 
cal newspapers, announcing the new 
store and inviting the public to visit 
if on opening day. It also stated that 
there would be practical souvenirs. 

Mr. Coburn induced the food mar- 
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ket next door to co-operate by putting 
on a special sale on a number of items 
and that attracted a lot of 
women to the district. 

There was a band playing on the 
sales floor from three o’clock in the 
afternoon until half past nine in ihe 
evening. The souvenir offered 
a soap bowl, costing the company 


extra 


Was 


twenty-three cents. (ne went to 
each woman who _ registered her 
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name, address and telephone number. 
There were a little over 3,000 peop'c 
in the store on openine dav 

The business cards 
representatives of the company carry 
the slogan before mentioned :- 
TT 2 
hand corner, are the 


WIFE 


“Saves 


Below that, in the lett- 
words: 
SAVING 

and 

Home Apphance Dept. 


carried by the 
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with the name of the representative 
in the lower right-hand corner. 

The card, when handed to a pros- 
pect, 1s bound to arouse interest in 
his or her mind, because it is original. 
There is nothing “freakish” about it. 
Its difference lies in the fact that the 
company's selling effort commences 
the moment that card 1s handed to 2 
prospect, It gets attention for the 
salesman immediately. 











Note the window over the sink in the Beier Bros’. display 


Large Profits Can Be Made Out of Remodeling 


UCH said 
the profits to be made from 


has been about 


remodeling jobs. The re- 
modeling movement now under way 
has done much to bear out this fact 
that profits can be made out of re- 
modeling. find 
some walert, wide-awake plumbing and 
heating firm who discovered that this 


Here and there we 


Is true years ago and has been build 


? 


Ing up an increasing volume of busi- 
ness trom this class of work each 
year, 


Itred A. 


bros... 


{f Beier 
plumbing and heating firm, 
located at 743 Selbv avenue, St. Paul. 
\linnesota, is one of those alert, wide- 


Beier, proprietor 


_ 


awake plumbing and heating contrac 


tors who discovered thus years 


avo. 
Mr. Gerer says he gave up the idea 
long ago of figuring jobs for someone 
the 


work done as cheap as possible, and 


whose imterest was in getting 


not taking quality and = service into 


consideration. Quality and service 


has built up a reputation tor this firm 


that anyone could envy. No doubt 
that is the reason that Beier Bros. are 
always called upon when there is any 


heating work to be 


done in Secretary of State Kellogg's 


plumbing and 


home in St. Paul. 


\Ir. Beer has 


been in the plumbing 


and heatine business for over 22 
vears. tle started the firm of Beier 
Bros, with a brother, but for many 


years has been running the business 
alone. ‘The firm was at first located 
at 452 Selby avenue, and moved to 
the present location about eroht years 
ago 
A Good Location 

Selby avenue is one of the main 

the outlying dis- 


business streets in 


so when Mr. Beter 


Store from 452 


tricts in St. Paul. 


clecided to move his 


Selby Avenue, he located on the same 
street only three blocks away ‘This 
fore is ima location where it vields 
the most results from store and win 
dow displays. Window displays are 
chanved every two ofr three weeks. 
The store and windows are always 
kept in Spice and span condition: no 
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dust is allowed to stay here long. The 
windows are lighted at night until 
about 10:45 or 11 o’clock, an auto- 
matic switch turning out the lights at 
the proper time. Many people pass 
the store during the evening. 

l'ixtures are priced, so that a pros- 
pect can quickly determine how much 
it will cost him, also 


DOMESTIC ENGINEERING 

and then sent to a credit bureau tor 
further credit and property mforma- 
tion. Sales letters are mailed out to 
Enclosed with these 
letters 1s literature furnished by the 


these prospects. 


manufacturers. 


Mr. 


seier has inaugurated a sys- 


tem of keeping his name before his 





to be able to compare 
the different materials. 
In other words, when 
you enter this place 
you immediately feel 
at home, no high-pres- 
methods 


sure used 


here to make you buy. 











It’s the kind of a 
retail establishment 
where you will be glad 
to call again and 
again. 

The firm has for a 
long time very suc- 
cessfully used_ the 
premise report card. 


Whenever a service man is called in 
on a repair job he notes the condition 
of the plumbing and heating equip- 
ment in the house. It isn’t always 
that these cards are filled out on the 
lf they are not filled out on the 


job, the plumber does so immediately 


job. 


on his return to the shop. 


lourneymen are encour 
aved to make sales and are 


\Ir 


employ 


COMMISSIONS. 


pad 


at 1¢ ] does not 


any salesmen, except occa 


sionally when. as in. one 


mstance. a salesman was 


employed for several 
months on a certain type 
of water heater and water 


SOrene;r, 


Keeping Prospects Live 


fhe firm has a mailing 
list of some 3.000.) pros 
pects, a list that has been 
built up over a period ot 
nikainy yea4rs. Most of the 


names were secured trom 
the Book ot St. 
Paul, a directory giving 
the 


(,reen 


names of persons ln 


ine on each street. Peo 
ple living on the streets 
near where Beier” Bros. 


ire located were checked 


up later in the city direc 
tory as to their occupa 
tion, after which thev were A 
book 


checked in a rating 


This is one of the clever windows Mr. Beier has created 


prospects and customers, while offer- 
ing helpful advice concerning the care 
of the plumbing and heating systems. 
One of the most effective and lasting 
of these ideas was the sending out of 
a tay, reproduced with this article. 
This as will be noted, is to be 


tay, 





Christmas window display which attracted a great deal 


j 


favorable attention 
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hung on the main stop so that, 1n case 
of an emergency, it may be locate: 
readily. The letter which accom- 
panied the tag is also reproduced to 
show how Mr. Beier instructed his 
customers to use it. Naturally, as 
long as that tag hangs in the base- 
ment it will be a reminder of the 
thought fulness of 
Beier Brothers. 

At the present time 
the firm is mailing out 
a calendar each month 
to its live prospects. 
Each of these calen- 
dars excellent 
illustrations, in color, 
of plumbing and heat- 
ing equipment. This 
illustration is pasted to 
the only along 
its upper edge. Below 
it appears the words, 


carry 


card 





“A Message Beneath 
the Picture,” with ar- 
rows leading the eve 
to the edge of the illustration. 
(pon raising the picture the pros- 
pect finds some practical hints for the 
care of plumbing and heating equip- 
ment. One 


** 


read: ‘'Ashes 
under the grates of your furnace will 
cause them to warp and break when 

shaking. 


message 


Remove ashes 
daily even in mild 
weather.” Another 


read: “Co-operation with- 


one 


In our own organization 
enables us to vive you 1m- 
mediate service day and 
night,” after which the 
day and night phones are 
listed, also the house num- 
man. 


this 


ber of each service 


Still another bears 
Message: 

‘To Prevent Odors from 
Your Plumbing System 
‘“Scald out the overflow 

bathtub, wash 


and refrigerator drain pipe 


on basin 
at least once a month. 
“Dark closet 
should be 
quently. 
“Do not 


seats 
scrubbed fre- 
use solvent or 
hot water in a closet bow! 
it will crack. 

“Pour a pail of water in 


basement floor drains 
weekly.” 
Below these messages 


appear the name and ad- 
dress of the company, the 
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phone number, the calendar. for the was in the homes. He then turned 
current month preceding and follow- these reports in, receiving a small sum 
ing, and the slogan: “Let Us Mod- for each card so filled out. Each of 
ernize Your Old Bathroom.” these prospects was followed up by 
Among Mr. Beier’s journeymen is mail, or personal call, and each card 
one who has been with him for a bears a stamped date to show when 
great many years. He is responsible sales literature was sent, or when a 
for the sale of a great deal of ma- call was made. 
terial. Mr. Beier says that he is a The installment plan is used when 
very quiet type, but at the proper necessary. Cash discounts are not 
: FOLD BACK HERE 


moment will make his suggestions to 
the home owner. Where specialties 
such as water heaters, water soften- 
ers, etc., are concerned, he turns the 
leads into the office and Mr. Beier 
does the selling. 

Each of the journeymen own their 
own cars. They are paid fifty cents 
for each average trip made, with an 
allowance, of course, in the case of a 
trip which is longer than usual. This 
fee per trip, says Mr. Beier, nets each 
man between two and three hundred 
dollars a year. They use passenger 








= 


MAIN STOP 


PLUMBERS 
DALE 


1577 


DAY OR NIGHT 


ence a sen. 8 mJ 


allowed except in a very few cases 
where the customer is found to be a 
poor pay and then the cash discount 
is offered as an inducement to have 
the account paid as soon as possible. 





(‘ontractors 1n cities of the size of 
St. 


in increas- 
ing numbers, that there is a continu- 
ing volume of work to be secured in 


Paul are discovering, 


older buildings. There are, naturally, 
old homes standing than are 
in any one year—the ratio has 
It 


SO 


more 
burlt 
heen estimated at eighty to one. 
that 





is, therefore, logical with 





cars, so that they are satisfactory for 
family use. A tin box has been made 
up which stands on the floor of the 


4) 
100% eS 


car, and in this box is everything fened to 
which a man ts likely to need. When 
the box is removed, the car is ready OO Say 2 


for use as a passenger vehicle. 
To keep a record of prospects, Mr. 


prospects and 


fo Use 


closed with a letter. 
the 


customers 


the 


many opportunities for business, a 


This is the tag which is en- consistent selling effort will enable 
lt is to be fas- the contractor to build up a constant 
main stop. volume. The favorable element in 

such business is that in most cases 
a ae ae It is secured entirely without compe- 


1S, 


tition. It 
the contractor to figure in his full 


telling hoz therefore, possible for 


lad above. 





Beier has a set of fil- overhead and a _ cor- 
ing cards. Most of rect profit without 
these names were se- Puone Day or Nicur, Dace 1577 having to wonder 
cured by a young man whether he ought to 


who made a house to 
house canvas for the 
company to secure in- 
formation as to what 
type of equipment 


BELER 


located? 


* 


Stop, 


emergency. 


the basement, or in 


meter is above floor, 





PLUMBING AND HEATING 
743 SELBY AVENUE 
SAINT PAUL, 


Do you know where the MAIN STOP 
in the water supply for your house is 


If a break should occur 
ing or heating system, 
do is, SHUT OFF THE WATER, at the main 

to prevent damage. 
Won't you look for it right now, 


fasten on the enclosed metal tag, 
will Know just where to go in an 


The main stop is in the meter box in 
the pipe 
meter box, just above the floor, 


side of meter will shut off the water. 


B R () os “cut it a bit” here and 
. as mia * 

there 11} order tO meet 

the 


price (> 


possibly lower 
rac mmpetitor 


MINNESOTA on the same ob 


in the plumb— 
the first thing to 


and 


so you 


rising out oi! 
or if 
the stop at either 


BEIER BROS. 














~NCother’s Day — 


other industries are building merchandising 




















plans around that day — why not ours? 


Hk second Sunday m May 
1S Mother's Day. 


a number of years the day 


Through 


has been gaining popularity and spe- 
cial efforts are made to provide Op- 
portunities for honoring mothers with 
gifts of one kind and another, 

In the establishment of the plumb- 
ing and heating contractor are many 
things which would make excellent 


presents for that day. Just as many 


7 ’ , a P 
merchants have developed the idea of 


and heatina gitts ror 


, ’ ° 
PLUMLOUNG 


Christmas. there is no reason 


} 


; : 
sesnnvtiver ser? ; . 
\/ J]? ifi : , 4 } 4)) 


why 


> , : . 
sould not (] TIeLON thie dea of 


Ife show above a reproduction of 
the famous painting by the artist, 
Hhistler, 
used very widely in window displays 
suggesting appropriate gifts for 
Mother's Day. In order quickly to 
identity the idea of your display for 


of his mother. It has been 


that day, we suggest a visit to your 
local art store. They usually have in- 
expensive reproductions of this fam- 
ous pamting. Hung in your windor 
with appropriate decorations and a 
good looking window card, it should 


be possible to terest those of your 
community m gifts from your store 


PO] Voth y's Dav. 








The New Hoover Code 


By R. W. STARBUCK, JR. 


N 1924, the United States Department of Com- 
merce issued the famous Hoover report, as it 
came to be known. ° 

The real title of this remarkable publication was 
“Recommended Minimum Requirements for Plumb- 
ing in Dwellings and Similar Buildings.” 

Probably nothing that ever happened has done so 
much for plumbing as this government report has 
done. 

It is not necessary to go all over this ground again, 
for the subject has received much attention in the 
columns of “Domestic Engineering” from the time 
the report made its first appearance. 

It will be sufficient to say that in the opinion of 
many, and probably most of those who are qualified 
to pass judgment, the Hoover code has accomplished 
a number of very definite results. While the adop- 
tion of an universal plumbing code is doubtless still 
far in the future, the Hoover code has had great in- 
fluence in this direction. From Texas to Maine and 
from Indiana to Florida, states have either enacted 
and are now enforcing a code based on the Hoover 
code, or have enacted such a code to be officially 
recommended, or are now endeavoring to enact such 
a code. So far as we know, practically all of the 
state enactments since 1924, and there have been 
quite a number, have been based on this Hoover 
code. In addition, numberless municipal codes, sim- 
ilarly based, have been enacted in every part of the 
country. 

Not only has it done much toward bringing unt- 
versal practice, but it has greatly simplified plumb- 
ing installations without reducing their efficiency. 
As a matter of fact, if the last statement is true, it 
can hardly be other than true that this simplifica- 
tion has increased efficiency. Of course simplifica- 
tion has also reduced the cost of plumbing installa- 
tions. - 

In this connection, a statement which has recently 
come from the Depaftment of Commerce is this,— 


“Economies possible through complete adoption of 


the Committee’s recommendations were estimated 
at from $50 to $100 for a two-story dwelling with 
the usual number of fixtures, depending on the nature 
of requirements, then in force in a given locality.” 
A further result of the influence of the Hoover 
investigation is the movement for standardization 
of plumbing materials that is now under full swing. 
Reference to the full title of the Hoover report, 
as given at the opening of this article, will show 
that its recommendations went no further than for 
installations in “dwellings and similar buildings.” Its 
limited application has been the one big drawback 
to the Hoover code. It will be welcome news then, 
that for a long period of time further experiment 
and investigation have been going forward at the 
government Bureau of Standards, under the Depart- 


67 


ment of Commerce, looking to the extension of the 
Hoover code to cover plumbing installations of every 
description, regardless of size. 

This work has now been completed and its results 
are to be found in a larger report entitled “Recom- 
mended Minimum Requirements for Plumbing.” 

A comparison of the wording of the title of this 
report with that of the first report, tells the story. 
The later report is not restricted to any one type of 
building, but is for all kinds and types of buildings, 
private and public, large and small. 

Before going into the consideration of the new 
Hoover code, we want to quote somewhat from a 
letter concerning this work, that has been sent out 
by the Department of Commerce, as follows: 

“Recommended requirements for plumbing in all 
types of buildings, are presented in a report just 
issued by the sub-committee on plumbing of the De- 
partment of Commerce building code committee. The 
report is comprehensive, treating such questions as 
the size of pipes to be used, where venting should 
be installed, and the most efficient and sanitary types 
of traps. Precautions necessary to protect drinking 
water from pollution, and many other matters that 
directly affect health, are emphasized. Tests made 
by experts at the Bureau of Standards, and expe- 
rience with actual plumbing installations, form the 
basis for the committee’s conclusions. 

“Architects, builders, sanitary engineers, and 
plumbers were, in the past, forced to get along with- 
out much of the basic scientific information neces- 
sary for the efficient design and installation of plumb- 
ing systems. As a step to correct this situation, 
Herbert Hoover, then secretary of commerce, ap- 
pointed the plumbing committee in 1921. Exten- 
sive experiments were started under its guidance, at 
the Bureau of Standards. Facts were obtained and 
principles developed, which were incorporated in the 
report entitled “Recommended Minimum Require- 
ments for Plumbing in Dwellings‘and Similar Build- 
ings,” published in 1924. 

“Outstanding recommendations in the first report 
were that the 3-inch soil stack be permitted in dwell- 
ings, that the running or house trap then required in 
many cities, be omitted, and that group venting be 
allowed under certain specified conditions. 

“Neither the committee nor the public has been 
content to let the work lapse with recommendations 
for plumbing in small buildings. Buildings 10, 20 and 
40 stories above the ground, involved problems in 
plumbing that could not be solved on the basis of 
small scale experiments, and good results could be 
assured only by large allowances for unknown 
factors. 

“The committee considered the results of further 
experiments, and of calculations made at the Bureau 
of Standards, and made a study of existing plumb- 
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ing installations in high buildings. It has over- 
hauled its former report, strengthened it where five 
years” experience in its use has disclosed the need, 
and added tables and rules suitable for design of 
high plumbing systems. As in the previous edition, 
an extensive discussion of the reasoning processes 
involved, and of the data used, is presented in an 
appendix. 

“The report contains nearly 300 pages of text, and 
107 illustrations, mostly in connection with the report 
of experiments at the Bureau of Standards. Copies 
may be obtained from the Superintendent of Docu- 
ments, Government Printing Office, Washington, 
I). C. for 35 cents each. Remittances should accom- 
pany orders, and be in currency, New York draft, or 
money order.” 

The foregoing explains the situation regarding the 
new Hoover code. 

A careful comparison of the old and new codes 
shows that the only changes that have been made 
concern sections 15, 16, 30, 31, 32, 56, 73, 91, 92, 103, 
113, 115, 116 and 124. 

The changes made in sections 15, 16, 30, 31, 32 
and 113 are of small interest, and we will not devote 
space to them. 

We will take up the other sections in numerical 
order. 

Section 56. Traps, Kind and Minimum Size 

In the old code no data were given concerning trap 
sizes. This information has now been added to the 
section, as follows: 

“The minimum size (nominal inside diameter) of 
trap and waste branch for a given fixture shall not 
be less than that shown in the following table: 








Size (in | Size (in 
inches), inches), 
Kind of Fixture trap || Kind of Fixture trap 
and = || / and 
branch | branch 
_ | 
| | 
Bathtubs’ 1'4 | Sinks, hotel or public 2 
Bath, shower, stall’ |} 2 ‘| Sinks, large hotel or public. 2 
Kath, sitz | h% | Sinks, small, pantry or bar I's 
Bath, foot... | 144 || Sinks, dishwasher | hy 
| Sinks, slop, with trap com 
Bidets | I% | bined... 3 
(‘ombination fixture Li, ] Sinks, slop sink, ordinary | 2 
Drinking fountains 14 1 Urinals, lip. . | ts 
Fountain cuspidors l'; || Urinals, troughs | 2 
| Urinals, pedestal | 3s 
Floor drains 2 | Urinals, stall. . | 2 
Laundry trays. , - 1% | Washbasin! i % 
Sinks, kitchen, residence | J | Water-closet bern oie | 3 
| | 





‘The present tendency is toward an increase in the size of trap and waste 


pipe for this fixture, in order to reduce the time required for emptying it.”’ 


Section 73. Water Supply to Fixtures 

This section in the old code, contained a provision 
calling for the setting of flushometer valves above 
the fixture, in order to overcome the possibility of 
cross-connecting the drainage and supply systems, 
with pollution of the water supply resulting. 

[t has been found that there are numerous other 
ways in which this dangerous condition can be pro- 
duced, and this has been covered by the addition, 
to this section, of the following: 

“No plumbing fixture, device, or construction shall 
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be installed which will provide a cross connection 
hetween a distributing system of water for drinking 
and domestic purposes and a drainage system, soil, 
or waste pipe, so as to permit or make possible the 
back flow of sewage or waste into the water-supply 
system.” 

Sec. 91. Fixture Unit 

In the new code, the fixture units for the various 
plumbing fixtures have not been changed in any way, 
but to the list as originally given, has been added the 
following : 

“One bathroom group consisting of 1 water closet, 
1 lavatory, and 1 bathtub and overhead shower; or 
of 1 water closet, 1 lavatory, and 1 shower compart- 
ee emer erry ere epee 8 fixture units.” 

[In the first group here named, the sum of the fix- 
ture units of the three fixtures equals 9, and in the 
second group it equals 10. 

We do not find any explanation showing why 8 
fixture units have been assigned to these two groups 
of fixtures, but we presume that in arriving at such 
a conclusion, it has been taken into consideration 
that never are all three fixtures of a bathroom in use 
at the same time. 

Sec. 92. Soil and Waste Stacks 

This section has been entirely recast, in view ot 
greatly increased knowledge concerning the factors 
that actually determine the number of fixture units 
stacks of various size may serve under varying con- 
ditions. 

The new section is as follows: 

“Sec. 92. Som. anp Waste Stacxs.—Every building 
in which plumbing fixtures are installed shall have a 
soil or waste stack, or stacks, extending full size through 
the roof. Soil and waste stacks shall be as direct as 
possible and free from sharp bends and turns. The re- 
quired size of a soil or waste stack shall be determined 
from the distribution and total of all fixture units con- 





Maximum Fixture Units on One Stack 











t 
ae . - With all 45° Y or 
| With “sanitary T”’ S ‘ et 
ww combination Y and 
inlets : me , 
' one-eighth bend” inlets| Maximum 
Diameter length, in- 
inches) cluding 
In one | In one extension 
Onany | On any 
branch branch as vent 
one stack one stack 
| interval! interval! 
| —-. — — —— -_ ~ 
Feet 
14 | 1 l ] l 50 
L's cae 2 8 4 12 65 
2 Lolaete 9 16 15 36 85 
ee ee 24 48 45 72 212 
per 144 256 240 384 300 
5 a 324 680 540 1,020 390 
6 are a as ee 672 1,380 1,122 2,070 510 
8 yee alaska le | 2,088 | 3,600 3,480 5,400 750 














iThe term ‘“‘branch interval”’ shall be interpreted to mean a vertical length 
of stack, not less than 8 feet, within which a branch or branches are connected, 
and the total fixture units on all branches connected to a stack within any 
8-foot length shall not exceed the maximum permitted by the table in one 
“‘branch interval.’’ 


nected to the stack in accordance with the accom- 

panying table, except that no water-closets shall dis- 

charge into a stack less than 3 inches in diameter. 
It will be observed that the old code states that the 
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size- of a soil or waste stack shall be determined “by 
the total fixture units of all fixtures connected to the 
stack,” whereas the new code, as above, states that sizes 
shall be determined “from the distribution and total 
of all fixture units connected to the stack.”’ As we shall 
see later on in the discussion, this means that size de- 
pends not only upon the number of fixture units, but 
upon other very important considerations. 


Sec. 103. 


In the new code the table of sizes and lengths of 
vent stacks as given in section 103, has been entirely 
recast, made much more comprehensive, and now in- 
cludes data on large installations. The new section is as 


Vents, Required Sizes 


follows: 

Sec. 103. VENTs, ReQuiRED SizEs.—The required 
size of main vents or vent stacks shall be determined 
from the size of the soil or waste stack vented, the total 


Maximum Permissible Length of Vents (in Feet) for Soil and 
Waste Stacks 


Diameters of | Number Diameter of vent (in inches) 
soil or waste jof fixture 





















































stack (inches) | units man . | 

| 14} 1%} 2 | 2%) 3 | 4 5 | 6 | 8 | 10 
(ae 1 45|....|....1. 
Phe cee cds snd Sa  -GR... 1. 
Rica; oer ..|Up to 18  - Sen mee eee 
Por err [Up to 36; 25) 45) 75) 105)....)]. 

| | | 
b.< - 12 |....] 34] 120] 180] 212 | | 
3.. | 4g |....] 18] 70] 180] 212 | | 
- 24 |..../ 12] 50) 130) 212/.... 
Dev eclch eis 36 |....) 8] 35] 93] 212/....]....].... 
Daw keane tis 48 |... 7| 32] 80] 212/....]....| 
Breasawace ; 72 | 6} 25) 65) : 2). 

| | | 
é.. | 24 |..../....] 25} 110] 200) 300) 340]... 
4... | 43 |....|....| 16} 65] 115} 300] 340). | | 
Bo: | 96 |....]....| *12] 45] 84] 300) 340). 
‘ ae ee ee 9} 36) 72) 300) 340). 
" oe |... 8| 30) 64] 282) 340)... 
1 | 264 | 7| 20) 56) 245) 340) 
4 | 384 | 5| 18} 47) 206) 340 

| | | i 
Beis | 72 | I....{-...] 40] 65] 250] 390) 440 
“EES | 144 |....]..../....] 30] 47] 180] 390] 440 | 
5 | | 988 |....| ae 20| 32) 124) 390) 440 
ae | 432 |....]....]....] 16] 24) 94] 320! 449 \. 
Re cee cus oe Oe er mee Pee 19) 16} 70} 225) 440) | 
Raves 1,020 |.... | os! 13} 58] 180} 440]... | 

| | | | | | 
er | 444 [....]....[....[-..., 27] 108] 340] 510]... .| 
Sere 288 | ek i at oe, Os 15| 70; 220) 510) 630) 
— a | 576 oe Pe Pee, 10; 43) 150} 425] 630) 
6... | 64 |.. See 7} 33} 125) 320) 630). 
Buccs | 1,296 |....| = 6| 25} 92) 240] 630 
6... | 2070 | i | | 21] 75) 186] 630). 

- | a } | | 

5. 320 | = | sl l....| 42] 144 400) 750} 900 
Bes woe oo | ....| 80) 86) 260) 750) 900 
8. | 960 |....J....]....]....]....] 221 60] 190] 750] 900 
8. .| 1,600 | howl Licdtevestesscs Sa = 120) 525} 900 
. | 2,500 Js i we Me | 12} 28) 90) 370) 900 
Bi dese. ...| 4,160 | | | | 7} 22] 62] 252) 840 
Bivisvcienvovel MA 1 = | 5] 17] 52] 2121 705 

| YP | | fof 4 | 








number of fixture units drained into it, and the devel- 
oped length of the vent, in accordance with the following 
table, interpolating when necessary between permissible 
lengths of vent given in the table. 

Sec. 115. Size of Drains, Sewers and Horizontal 

Branches 

Section 115, which also deals with sizes, has been 
worked out in much more practical form than in the 
earlier code, and is as follows: 
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“Sec. 115. Size or Drains, SEWERS AND Horizon- 
TAL BRANCHES.—The required size of sanitary house 
drains, sanitary house sewers, and horizontal branches 
shall be determined on the basis of the total number of 
fixture units drained by them in accordance with the 
following table: 


Sanitary System Only 


Maximum number of Maximum number o 


Fixture Units Fixture U nits 


Diameter Diameter 


of Pipe Slope, | Slope, | Slope, of Pipe Slope, | Slope, | Slope, 
(inches) | \g-inch| l4-inch| 49-inch (inches) \g-inch| lg-inch) 'o-inch 
fall to fallto | fall to fallto | fallto | fall to 
Bat. | BS. | 8 Lineh | Linch = 1 ineh 
14 5 162 216 24 
1%.. 2 2 3 | 6 300 150 600 
2 5 | | IS S 990 | 1,392 | 2,220 
3 215 218 | 221 10 1,800 | 2,520 | 3,900 
{ 84 96 | 14 12 3,084 1320 | 6,912 


' 


‘No water closet shall discharge into a drain pipe less than 3 inches in 


diameter. 
2Not more than two water closets shall discharge into any 3-inch hori 


zontal branch, house drain, or house sewer. 


“The required sizes of storm-water house drains and 
house sewers and other lateral storm drains shall be 
determined on the basis of the total drained area in 
horizontal projection in accordance with the following 
table: 


Storm Systems Only 


Maximum drained roof | Maximum drained roof 


area (square feet)! area (square feet)! 





Diameter |———~ Diameter 


} ' 
of pipe Slope, | Slope, | Slope, || 


of pipe 


Slope, Slope, Slope, 
(inches) lé-inch | 4%-ineh]| '-inch 


fall to fall to fall to 


(inches) Vg-inch | 44-inch] %-inch 


fall to | fall to | fall to 














1 toot 1 foot 1 foot | | | foot 1 foot l foot 
3 ....| 865 | 1,230 | 1,825 |} 8 111,115 | 15,745 | 24,890 
j | 1,860 2,610 | 4,170 || 10 119,530 | 27,575 | 43,625 
5 | 3.325 | 4,715 | 7,465 || 12 131,200 | 44,115 | 69,720 
t} | 8318 7,915 | 11,875 || 14 12,600 | 60,000 | 95,000 


iThe calculations in this table are based on a rate of rainfali of 4 inche 


per hour. 


Sec. 116. Combined Storm and Sanitary Sewers 

In working out a table of sizes for combined storm 
and sanitary house drains and sewers, an entirely differ- 
ent method of calculation has been adopted under the 
new code, than used in the old code. This is covered in 
section 116, and is the following: 

“Sec. 116. CompineD STORM AND SANITARY SEWER 
SysteEMs.—Whenever a combined sewer system is em 
ployed, the required size of the house drain or house 
sewer shall be determined by multiplying the total num- 
ber of fixture units carried by the drain or sewer by the 
conversion factor corresponding to the drained area 
and total fixture units, adding the product to the drained 
area and applying the sum to the preceding table for 
storm-water sewers section 115. No combined house 
drain or house sewer shall be less than 4 inches in di 
ameter, and no combined house drain or house sewer 
shall be smaller in size than that required for the same 
number of fixture units or for the same roof area in 
separate systems. 

The only other change that remains to be noted is a 
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Conversion Factors for Combined Storm and Sanitary System contained in the tables, quoting 
somewhat from the chapter it- 
Number of fixture units on sanitary system self 
posy anion The chapter opens with the 
rey Up | 7 | 19 | 87 | 61 | 97 | 145 | 217 | 325 | 487 | 733 | 1,099) 1,645] 2,467/ 3,703]. = following explanation: 
to to to to to to to to to to to to to to to ‘6 ‘ . 
6 | 18 | 36 | 60 | 96 | 144] 216 | 324 | 486 | 732 | 1,098] 1,644] 2,466] 3,702]'5,566] °° In the paper on the Physics 
of Plumbing Systems,’ published 
Up to 120............ is0 |105 | 60 | 45 | 30 | 22 | 18 | 15 | 12 | 10 | 9.2/8.4/8.218.0/7.9/7.8 ; 
] = 
121 to 240........... 160 | 98 | 57 | 43 | 29 | 21 | 17.6] 14.7] 11.8] 9.9] 9.1] 8.3] 8.1] 8.0| 7.9] 7.8 n the final report of the subcom 
241 to 480........... 120 | 75 | 50 | 39 | 27 | 20 | 16.9] 14.3] 11.5] 9.71 8.8] 8.2|8.0|7.9|7.8| 7.7 mittee on plumbing, certain ta- 
eee 75 | 62 | 42 | 35 | 24 | 18 | 15.4) 13.2] 10.8] 9.2) 8.6/8.1] 7.9] 7.91 7.8) 7.7 bles were included as applicable 
721 to 1,080.......... 54 | 42 | 33 | 29 | 20 | 15 | 13.6] 12.1] 10.1] 8.7] 8.3| 8.0] 7.8] 7.8| 7.7 | 7.6 : 
1,081 to 1,620........ 30 | 13 | 16 | 15 | 12 | 11.5] 11.11 104 9.81 84181179177177|7617.5  t0 large plumbing systems. With 
1,621 to 2,430........ 15 | 12 | 11 | 10.5) 9.1] 8.8} 8.6) 8.3] 8.0] 7.91 7.8|7.717.6|7.5|7.4|7.4 reference to these tables, on 
2,431 to 3,645........ 7.5) 7.2] 7.0] 6.9] 6.61 6.5) 6.4] 6.3] 6.2] 6.3] 6.4/6.4] 6.8| 7.0] 7.1] 7.2 . ‘ 
3,646 to 5,460........ 2.0} 2.4 3 | 3.3] 4.1] 4.2] 4.3] 4.4) 4.5] 4.71 5.0/5.1] 6.1 | 6.4] 6.9 | 6.9 which the tables of the Recom 
5,461 to 8,190........| 0 | 2.0] 2.1] 2.2] 23] 24] 25] 2.61 281 3.213.7/4615.0156162\64 mended Plumbing Code were 
8,191 to 12,285.......| O | © | 2.0) 2.1) 2.1) 2.2} 2.3) 2.3) 24) 2.5)2.6)/2.7/3.5/4.5/5.2/5.6 largely based, further study and 
12,286 to 18,420...... 0} 0] 0] 2.0) 2.1) 2.1) 2.2) 2.2) 23) 2.3] 2.4124] 2.61] 3.2] 4.2] 4.7 
18,421 to 27,630......| 0 | o | o | o | 2.0] 2.1) 22) 2.2] 22] osl23/2e3/24]25/28/3.1 ©Xperimentation have led to the 
27,631 to 40,045......] 0 | 0 | O | O | O | 2.0) 2.1) 2.9) 2.2) 22122]/22]/22]22)23]24 conclusion on the part of the 
40,946 to 61,520....../ 0 | 0 | © | o | o | o | 2.0) 2.1) 2.1) 2.11 2.1] 2.1] 2.1] 2.1] 2.1] 2.1 a . . 
1} 8. writer that if safe and serviceable 
Over 61,520..........1 0 | 0 | O | O | O | O | O | 2.0} 2.0} 2.01 2.0] 2.0] 2.0] 2.0] 2.0] 2.0 : ; 
and at the same time the most 





















































slight change in one of the sizes in the table showing 
gutter and leader sizes. The new table is as follows: 

“Sec. 124. SizzE oF GuTTERS AND LEADERS.—No gut- 
ter or inside leader shall be of less size than the fol- 
lowing : 











Area of roof (in square feet) Gutter Leader 

Inches Inches 

a ee eee ee ee ee at 3 1% 
NS dn bans nan dagen be sbatdudsmenien 4 2 
EE: oe ee Pere I el 4 3 
a er 5 3 
ae ee ee ee Tawa ON, 5 6 4 
oe 6 i oe te eee cee Ss 5 
os Bi i ke kt oe eee 10 6 











From the foregoing it will be seen that the prin- 
cipal differences between the old and the new Hoover 
codes is that whereas tentative data concerning sizes 
of soil, waste, vent, leader pipes, etc., for installations 
larger and more extensive than dwellings, were given in 
the first code, the new code authorizes and recommends 
the use of the tables of sizes which it contains, for 
large installations. Moreover, the later code tables are 
worked out in a more practical manner. 

We can probably think of no more dependable source 
of information than the United States Bureau.of Stand- 
ards, regarding any subject which it investigates. For 
that reason alone, the plumbing trade is justified in 
basing its practise on the tables furnished in the new 
Hoover code, and doubtless the large majority will 
eventually accept this data without even inquiring into 
the manner in which it was arrived at. 

Those who desire, however, to know how these tables 
were arrived at, can obtain the desired knowledge by a 
careful study of chapter 7, page 188 of the new code. 
This is a new chapter, under the heading, “Sizes of Soil, 
Waste and Vent Pipes in Plumbing Systems,” the 
author of which is Dr. R. B. Hunter, who, probably 
more than any other was responsible for the original 
Hoover report. 

The chapter is very technical, and therefore not easy 
reading, and we think it will be helpful to the average 
reader if we point out in a very general way, some of 
the chief considerations in developing the information 


economical, construction were to 
be obtained with various sizes of soil and vent pipes, 
it would be necessary to differentiate in requirements 
regarding both the height of the structure and the 
type of inlet fitting (sanitary T or 45 degree Y) used 
in the construction. While attention was called to 
the effect of these differences in construction on the 
capacity of soil and waste stacks, no differentiation 
in these respects was made in the tables referred to. 

“Tt is the purpose of this paper, taking into account 
these differences, to develop tables and charts apply- 
ing to all plumbing construction, for the considera- 
tion of the committee in a contemplated revision of 
the Recommended Plumbing Code. It will be under- 
stood that only approximations are possible in tables 
for general application, since the demands on plumb- 
ing systems even of the same size and general lay- 
out differ greatly because the kind and distribution 
of fixtures and the occupancy and use of the build- 
ings differ in the different systems. An exact list 
of the requirements in pipe sizes for any one system 
can only approximately meet the demands of many 
others of the same size and type.” 

A study of the table of sizes in section 92, as 
shown earlier in this article, will give an excellent 
idea of the influence the inlet fitting exerts on the 
matter of size of soil or waste stack. On a 4-inch 
stack having only drainage fittings of the sanitary- 
tee type, 256 fixture units would be allowed, while 
the same stack with 45 degree Y’s or combination Y 
and one-eighth bend fittings, would accommodate as 
many as 384 fixture units. This difference is not a 
matter of theory, but is the result of scientific dem- 
onstration. 

The matter of peak load is an essential factor in 
determining the sizes of stacks, and this subject is 
gone into thoroughly in a special section of the 
chapter. 

An interesting and important statement concern- 
ing maximum carrying capacities of stacks is that 
under gravity flow, “a vertical pipe of sufficient 
height in which to attain maximum velocity has from 
thirty-five to forty times the carrying capacity of 
the same pipe laid with a fall of one-eighth inch per 


foot and from fifteen to eighteen times that of the 
(Continued on Page 116) 
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Basement made possible by a gas heating installation 


The Cost of 
Heating Homes with Gas 


ARVELOUS progress has been made in 
recent years, in the design and manufacture 
of appliances for heating homes by gas until 

now the home owner is assured of units, which are 
perfect in operation and control, he is therefore in 
many cases turning to the use of gas as a fuel with 
which to heat his house. Its uniform temperature, 
constantly maintained, its automatic control and 
reliability, as well as its other features, are too well 
known to amplify here but a discussion of some 
of the different systems of gas heating and methods 
of computing fuel consumption may be welcomed by 
many master plumbers and heating contractors who 
have not considered gas heating as a part of their 
business. 

Gas can be used as tuel in hot water, steam or 
vapor systems. The same radiators and piping can 
be used as in the coal-fired systems. 
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_ The installation of gas burners in existing boilers 
is not advisable. It is necessary to use a boiler 
specially designed for using gas. ‘The reason for 
this is that the greater part of the heat taken up 
by a coal-fired boiler is radiant heat emitted by a 
bed of incandescent coal, the heat taken up by con- 
vection being less. 

In a gas-fired boiler, there is very little radiant 
heat; most of the heat must be taken up by convec- 
tion. This means that a larger heating surface is 
required in a gas-fired boiler. 

If we put a gas burner in a boiler designed for 
burning coal and run the burner efficiently, the boiler 
will not develop its rating, and if we force the 
boiler to develop its rating, the burner will use 25 
to 30 per cent more gas than would be used in a 
regular gas boiler, doing the same amount of work. 

The gas-fired units are automatically controlled by 
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room temperature thermostats. These thermostats 
will maintain any desired temperature, turning on 
or shutting off the gas for very slight variations in 
temperature. 

Some of the thermostats are equipped with clocks 
which may be set to reduce the temperature at night 
and to increase it to 70 degrees F. or more in the 
morning. In addition, thermostats are used to limit 
the temperature of the hot water or pressure of the 
steam in a steam installation. 

The boilers are equipped with thermostatic pilots 
which will shut off the main gas supply in case the 
pilot light should be extinguished. 

The flues are connected to the chimneys exactly as 
with coal-fired installations, but there must be a 
down draft diverter in the flue to check down drafts. 
All products of combustion pass directly up the 
chimney to the atmosphere. 

In steam boilers, an additional safety feature is 
provided in the low water fuel cut off. This device 
shuts off the gas supply to the main burners in case 
the water level falls below the safe point. 

The most notable features of gas fuel for house 
heating are: cleanliness, absence of odor, dust, dirt 
and noise, the saving of space necessary for coal 
bins, and the elimination of the labor of shoveling 
coal and ashes. In addition, the even temperatures 
possible in the house are conducive to the comfort 
and health of the occupants. 

Add Another Story to the Home 

The cellars, in most cases, are cleaned and 

painted and make a welcome addition to the space 
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in the house. Sometimes they are fitted up 
as billiard rooms or play rooms for the children. 
See the illustration of a basement equipped with a 
pool table. 

3y care in the operation of the thermostat, the gas 
use can be decreased. For instance, whenever the 
rooms are aired out in winter, the thermostat should 
first be turned way down, to prevent the boiler from 
wasting gas in the effort to heat all outdoors. 

The cost of installation varies with the size of 
the house and the completeness of the automatic 
controls. A small installation may be made for 
about $450 and larger ones would cost approximately 
S800. 

For an average small seven-room house of the 
colonial type, the compiete installation would cost 
about $550 to $600. These figures include the room 
temperature control with clock, and the limiting 
thermostat for the hot water, steam or warm air, as 
the case may be. 

In estimating the probable gas use for a heating 
season, the degree-day method is used. A degree- 
day is one the average temperature of which for 24 
hours is one degree below 65 degrees F.  Sixty- 
five degrees F. is taken as the base, because it has 
been determined by experiment and from data col- 
lected from many installations that when the 
monthly mean temperature is 65 degrees F., we start 
to use gas for heating purposes. Furthermore, the 
gas consumption varies inversely with the tempera- 
ture. For instance, on a day when the average tem- 
perature is 20 degrees below 65 degrees, we will use 

















A gas-fired hot water 
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The%Standard” Electric Dishwasher 

















washes dishes 
clean - safely - 
rinses with 

clean water. 























Mechanical dishwashers have been washing china 
dishes, glasses, and silverware positively and safely in hotels 
and restaurants for years. Every such dishwasher which 
has proven successful employs the same principle —that of 
placing dishes on racks and moving them past a series of 
forceful washing and rinsing sprays. Hotel chefs have 
found that they “must move the dishes to clean them.” 


With the “Standard” Electric Dishwasher, you can 
now supply the same proven principle to the home. It, too, 
moves the dishes, but instead of a long conveyor it uses a 
revolving basket, which presents every part of every dish 
to the spray. The washing sprayer forcefully ejects soapy 
water onto the dishes in the basket and then, while still 
moving, they are rinsed with piping hot water, direct from 
the water line. No grease, no food scraps, no suds—just 
clean hot water for the final rinse. 


‘ptandard” Electric Dishwashers 
are made in a range of styles sufficient 
for every kitchen need. One type has 
an 8-inch wide apron, the other a flat 
rim for building-in. Both in several 
lengths and styles. All are furnished 
with Acid-Resisting Enamel, in white or 
in color, and with china handles and 
flanges and Chromard exposed brass on 


the fittings. 
Another feature,, ; : 
exclusively Standard Sanitary Mfg. Co. - Pittsburgh 


‘Standard’, is the flexible 49 
tandard 


shaft. Here is shown the new 
PLUMBING FIXTURES 





attachment for whipping eggs, 
cream, etc., and sketch show- 
ing ease of operation. 























This strong wire basket re- 
volving four times a minute, 
holds all the dishes used in a 
normal dinner for six. Its de- 
sign and 
operation 
amply safe- 
guard the 
dishes from 
breakage. 


The double 
strainer 
shown part- 
ly lifted from 
the body 
containing 
the inlet (A) 
of the pump removes all food 
particles from the soapy water 
and is an added assurance of 
clean dishes. The top strainer 
of cast brass, lifts out for daily 
cleaning. The inside strainer 
of aluminum, can also be easily 
lifted out for periodic remov- 

ing of food particles. 
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twice as much gas as on a day when the temperature 
is 10 degrees below 65 degrees. 

It may seem that 65 degrees is too low a figure to 
use, but it must be remembered that 65 degrees 
average means a daytime temperature of about 70 
degrees. 

A day, the average temperature of which is 64 
degrees F. would be called one-degree day; similarly, 
a day the average temperature of which was 20 de- 
grees F. would be called 45 degree-day. 

The sum of all the degree days in a heating season 
gives a good idea of the heating requirements in any 
particular locality and furnishes a ready means of 
comparing heating results in various cities. 

To obtain the degree-days for any locality, sub- 
tract from 65 degrees, the average daily temperature 
taken from the U. S. Weather Bureau’s records, for 
all days the temperatures of which are below 65 
degrees. The total of these differences will give 
the degree days for that locality. In Boston the 
number of degree days is 6,150, for Chicago 6,420, 
for New York 5,400 and for Bismarck, N. D., it is 
9,270. 

If we know that a certain house in Chicago used 
500,000 cu. ft. of gas for the heating season, an 
exactly similar house in Boston would use 6,150/ 
6,420, or about 96 per cent as much gas. 

The percentage of degree-days in each month tell 
us the probable gas use per month. In Boston we 
find 1 per cent in September ; 6.3 per cent in October ; 
12 per cent in November; 16 per cent in December ; 


QUES 


A Water Supply Problem 


Editor ‘Domestic Engineering” :—Here is a problem, 
which I would like to have solved. 

If I tap a water main, in which there is a pressure of 
60 pounds, and pipe the water a distance of a mile and a 
half, how large a supply of water would I obtain with 1- 
inch pipe, 114, 1% and 2-inch pipe. I would also like 
to know what the pressure would be in the service line. 

Oklahoma. ee A 


Under the above conditions, the pressure would be the 
same in the service line as in the main when there is no 
motion in the water, but when the service branches are 
opened at their extreme ends, the pressure will drop on 
account of the friction which there is in the long serv- 
ice line. 

Movement of water in a pipe produces friction, a form 
of resistance that increases with the length and rough- 
ness of the pipe and the rapidity with which the water 
moves. Bends and sharp turns increase the friction. 

Doubling the diameter of service pipe increases the 
discharging power about 6 times. 

In your case, the supply of water would be approxi- 
mately as follows: 

A 1-inch pipe would discharge 3% gallons per minute. 

A 1%-inch pipe would discharge 7 gallons per minute. 
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18.5 per cent in January; 18 per cent in February; 
14.5 per cent in March; 9.8 per cent in April and 3.9 
per cent in May. 

To obtain the average gas consumption for the 
entire heating season, multiply the square feet of 
steam radiation by .18, also by the number of degree 
days. For Boston this is about 1,100 cu. ft. of gas 
per season per square foot of installed steam radia- 
tion. For hot water the figure is .1 to .111 or about 
620 to 685 cu. ft. of gas per season per square foot of 
hot water radiation. For vacuum vapor some esti- 
mate about 1,000 cu. ft. of gas per sq. ft. of radiation. 

For example, a house in Boston with 300 sq. ft. of 
steam radiation would use about 330,000 cu. ft. of 
gas for the heating season. A house with 500 sq. ft. 
of hot water radiation would use about 310,000 to 
340,000 cu. ft., the lower figure being possible with 
care in operation. 

The rate for house heating gas in Boston is a two- 
part one, consisting of a primary charge and a com- 
modity charge. 

The primary charge is based on the radiation 
actually installed in the house to be heated, and is 
1714 cents per square foot for hot water, and 27% 
cents per square foot for steam. This primary 
charge is an annual one and is to be divided into 
eight equal parts to be paid during the months of 
September to April, inclusive. The commodity 


charge is 65 cents per thousand cubic feet gross, or 
60 cents per thousand cubic feet if paid within ten 
days. 


IONS 


A 1%-inch pipe would discharge 11 gallons per minute. 
A 2-inch pipe would discharge 20 gallons per minute. 


© 
A Domestic Hot Water Supply System That 
| Does Not Work Right 


Editor “Domestic Engineering” :—I need some aid 
in solving the following problem: 

When I installed the indirect heater, shown in Fig. 1, 
I connected it in the regular way, i. e., the top connection 
of the heater to the side opening in the tank, but instead 
of the flow being in the regular way from the top of the 
heater to the tank and the return from the bottom of 
tank to the heater, it circulated in exactly the opposite 
direction, from the bottom of the indirect heater up 
through the gas water heater to the top of the tank and 
the return coming from the side of the tank. 

Then I trapped the return, putting in a 4-inch nipple 
in the return to the indirect heater. Still it persisted in 
going the wrong way. Then I plugged the side opening 
and carried the flow from the indirect heater to the top 
of the tank, as shown in Fig. 1, and now I am unable 
to tell which way the circulation is going for both flow 
and return heat simultaneously, seeming to meet at the 
high point, although I left the trap in the return. 

In all my years of experience I have never seen or 
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the only hot water valve made that combines 
These Three Vital Features 


PACKLESS 


The same successful leak-proof packless construction used in other Arco valves 
—does away forever with the needless expense and trouble of repacking. 


\A EQUALIZING 


Adjustable stop—permits perfect balance of circulation—permanently set after 
installation—saves expense of piping changes. 





W swINGING PLATE 


Well-known ARCO Swinging Plate—minimum contact surface prevents sticking 
—concave plate reduces friction—insures full circulation. 


The new 901 is the latest addition to the famous No. 999 series which is rapidly replacing 
packed valves. Heating contractors everywhere are realizing the importance of the packless feature 
and are now selling Arco Packless Valves on every job—large or small. Customers gladly pay the 
small difference for guaranteed Arco quality — protection against leaks and relief from repacking. 


AMERICAN RADIATOR (COMPANY 


Makers of a complete line of quality Heating Accessories 
IN-AIRID © AIRID © VAC AIRID AIR VALVES * MERCOID CONTROLS © ARCO DAMPER REGULATORS © ARCO TANK REGULATORS 
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The New Add-A-Shower Spout 


is the Livest Item Offere 


Trade this 
WHY? 


Because--- 


1 For over-rim spout tubs without 
¢ showers it offers owners of homes, 
apartments, hotels, etc., a quick, practical 
method of providing a shower. 


2 No remodeling is required. Simply 
* remove old spout, put in new spout 
screw shower arm flange in wall—that s 

all! 


3 Labor is reduced to the minimum. 
* thereby placing the ADD-A- 
SHOWER SPOUT within the reach of 
everyone. 


4 There are millions of prospects for 
* plumbing contractors and jobbers 


a The two practical features—diverter 
* valve and removable shower face 
plate-—described in the adjacent column 

are additional convincing — talking 
points. 


6 The trade is enabled to fulfill the 
* tremendous demand for showers on 
over-rim tub installations in a way never 
hefore possible. 


7 Profits galore—this spring and sum- 
* mer—await the live-wire aggressive 
concern or individual who will actually 
make a drive for ADD-A-SHOWER 


business. 


Write for full particulars of 
sample ADD-A-SHOWER 
SPOUT, FREE display board 
in colors, FREE pamphlets 
with your name and address 
imprinted. 
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Reasonable cost 


ADD - A - SHOWER SPOUT is 
made for both \% in. or % in. inlet 
Simply remove bushing if % in. con- 
nection is required. Vertical supply 
pipe is % in. I. P. size, 50 in. long 
Shower face 4 in. dia 


wo practical features on the ADD-A-SHOWER SPOUT are: Shower face plate 
removed by loosening center screw, not by unscrewing face plate. Screw cannot 
fallout. Face comes off and may be replaced in a few seconds—without sticking, a 
wonderful improvement over the old-fashioned face plate. 


The Diverter Valve for shower is on the spout. After tempering water at spout, 
raise lever to operate shower. After HOT and COLD valves are shut off, lever 
drops back automatically, ready for tub to be filled by next user. Shower cannot 
operate until lever is lifted. JNo unexpected showers! 
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THE CHICAGO FAUCET CO., 2700-22 N. Crawford Ave., Chicago, III. 


CHICAGO FAUCETS 








3 Lines-New Art Chrome-New Plain Chrome-Nickel Plated,China Trim 


Mention Domestic ENGINEERING when writing advertisers. 
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heard of but one case anything like this one. Some years 
ago a novice connected a stove to a tank and connected 
the bottom of the coil to the top of tank and top of coil 
to bottom of tank, and instead of it knocking, as you nat- 
urally would expect, it worked just as smooth as though 
connected in the regular manner. 

What is the solution? How do you explain that the 














































































































—) 
(4) oe “fi rT 
fai 2 E A 
1 
1 
if 
i 
| 
os ; Crowne 
GAS HEATER| __ , ° 
Tr 
i! 
| 
1 
CW. P— 
/ ! Floor " fae 
= 7 
(1W. To FiaTuREs . — 
, 
y 
“if a 
INDIRECT STEAM BOILER 
HIEATER 
oe ee 
NIPPLE 
t sma. 
BASEMENT / 
Fig. 1 


hot water not only flows down, but goes through a trap 
as well? 

North Carolina. S. H. A. 

Your sketch shows the hot water lines from both gas 
water heater and indirect heater connected to the hot wa- 
ter riser from the tank above the supply connection to 
the fixtures, whereas it would be better practice to make 
these connections as close to the top of the tank as possi- 
ble, with the flow pipe irom the tank to the fixtures 
taken from the highest point, so that the natural flow 
of hot water would be from either the tank or the heaters 
to the fixtures. 

Good results could also be obtained by running the 
hot water flow pipe from the indirect heater into the 
bottom of the gas water heater, thence to the top of the 
tank, with return from bottom of tank to indirect heater 
so that water would have to circulate through both 
heaters and the tank. 

With the new combination tanks and gas water heat- 
ers, it is not unusual for the plumber to overlook the 
markings on the pipes at the top of the tank and connect 
the cold water supply to the hot water line and the hot 
water service line to the cold water supply tapping, but 
even so, except for the fact that the tank must be heated 
almost to the bottom before any hot water can be drawn, 
we find them in use for months and years without the 
mistake being discovered, and apparently they work sat- 
isfactorily. 

If connections at top of tank are changed, we do not 
think that you will have any more trouble with water 
circulating in the wrong direction. 
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Electric Vapor Heating in Germany 


(Continued from Page 55) 


inches and its height is 40 inches. Because it is 
solidly constructed and equipped with all the arma- 
tures prescribed it can be placed in each workshop 
or in the neighborhood of every apparatus, consum- 
ing vapor. 

The boiler, shown in Fig. 1, is constructed for 
three phase current of 10,000 volts. Its maximum 
power is 3,500 kw., corresponding to an hourly pro- 
duction of vapor of about 10,000 pound. This boiler 
is installed in a paper mill and fed exclusively by 
waste energy permitting the mill to work continu- 
ously with maximum power. The motor for driving 
the circulating pump is seen in Fig. 1. 

Fig. 7 shows an electric installation for the accum- 
ulation of vapor in a cheese factory. The seasons 
for manufacturing cheese in Switzerland are the 
months during which the electric works are advan- 
tageously furnishing waste energy during the night. 
As the illustration shows, the installation is com- 
posed of two accumulators, each having a system of 
electrodes of from 10 to 60 kw. for three phase cur- 
rent of 500 volts. The pressure in the accumulators 
is 7 kg. per sq. cm. and the pressure of discharge is 
2 kg. per sq. cm. Between these limits, each ac- 
cumulator can furnish 665 pounds of vapor. ‘The 
accumulators have a diameter of 52 inches and a 
length of 136 inches. 

The electric boiler is also very convenient for cen- 
tral heating and for the preparation of hot water. 
In this case the demand of calories varies much with 
the degree of the exterior temperature. ‘The most 
practical employment of electric energy for the eco- 
nomical operation of this heating installation con- 
sists In using it in connection with a regular steam 
heating system, The supplementary electric heat, 
makes it possible to obtain the needed heat during 
the transitory periods of autumn and spring. Dur- 
ing the months of greater cold, on the contrary, the 
coal-fired boilers can give the added amount of heat 
when a large amount of electric energy is needed 
elsewhere. In other words, when there is not enough 
current, coal-fired boilers can take care of the in- 
creased demand. 

Figs. 8 and 9 show the installation of electric 
boilers in central heating systents. 

The advantages of a good electric boiler can be 
summed up as follows: Use of waste energy, ap- 
plication of current of all systems to 16,000 volts, 
high efficiencies, safety of operation, absence of soot, 
smoke and other nuisances, cleanliness, simplicity, 
and moderate first costs. 

* 

Regarding the use of electricity for heating in the 
United States, it is said that where rates are one 
cent per kw. hour, electric heating may be a serious 
competitor with other modern conveniences. A con- 
tractor, who in his long experience has handled 
boilers for burning wood, peat, coal, oil and gas, does 
not think that the world will change over to heating 
by electricity next year, but he is watching develop- 
ments with interest. 
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Even before this remark- 
able increase in capacity 





— Trane Unit Heaters were 
in the front rank of sales 


Now, with 40% to 50% added capacity as announced last fall — at 
practically no added cost, and with all former features retained — 

Trane Unit Heaters offer a combination of quality and low cost pre- i. 
viously unknown in the heating field. 

























In detail, the improvement is simple. Smaller steam tubes and more of 
them—a new header construction borrowed from the boiler industry, 
for absolute insurance against expansion and contraction leaks—but — Trane 
the result is far-reaching. It means that this high-quality equipment 
now meets any price competition, of whatever quality, in the unit heat- 
ing field. Pressure range 2 to 150 Ibs. on standard models. 
This drastic improvement is a logical result of the Trane policy: To let no 
measure of present success stand in the way of giving heating men still better 
Trane products. In the manufacture of Trane Pumps, this policy of engineer- 
ing research has created new standards of pump efficiency, represented by a 
dollars and cents saving on power cost of 25% to 40%. % H. P. motors do 
work that formerly required one or 14/2. On the larger units that formerly re- 
quired 10 H. P., 71 H. P. is sufficient. On the Condensation Pump there is a 
further saving in installation cost— a reduction of $10 to $20 in electrician’s 
fees because the complete unit, with switch and motor protective equipment, is 
mounted on one base and wired at the factory. Only the hook-up of feed 
wires remains to be done on the job. 
Trane Products include practically every part of a heating system except the 
boiler and piping. Investigate the latest Trane achievements before you 
buy or recommend heating equipment. 


25 | THE TRANE CO., Dept. 5, 204 Cameron Ave., La Crosse, Wis. 
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HEAT CONCEALED 
CABINETS HEATERS 


PUMPS, UNIT HEATERS, AND HEATING SPECIALTIES 
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Proposed State Code for Texas 


that state an authorized plumbing code, and such 
a code has now been proposed by the Texas As- 
sociation of Sanitarians. 

The proposed code was presented and adopted by this 
organization at its sixth annual short school held at San 
Antonio, November 7 to 10, 1928. 

The purposes of the Texas Association of Sanitarians 
are broad, as shown by a paragraph taken from a letter 
written by Dr. J. R. Mahone, acknowledging his elec- 
tion to the presidency for the present year. His words 
were as follows: 

“During the year we hope to continue our part of the 
constructive activities already under way, including the 
following: (1) Sewage purification research through 
the experimental station at A. and M. College; (2) wa- 
ter purification research through special committees; 
(3) uniform plumbing code through the state depart- 
ment of health; (4) revised sanitary code through the 
state department of health; (5) enlarged state depart- 
ment of health budget through the legislature; (6) pro- 
moting standard milk ordinance; (7) encouraging rural 
and county health work.” 

The proposed state plumbing code appears in the re- 
cently published proceedings of the November meeting. 


| ; FORTS are now being made in Texas to give 


Preamble to Texas Code 


An idea of the manner in which the code has been 
worked out, by whom, and the purposes aimed at in es- 
tablishing it, will be clearly seen from the following 
preamble to the code: 

“Realizing the need of a uniform minimum standard 
plumbing code, the state department of health has con- 
sulted the various agencies and individuals interested, 
including the manufacturers, city health officers, city 
attorneys, master journeymen and employing plumbers, 
professors of mechanical and sanitary engineering and 
plumbing. 

“The report of the Hoover committee has been taken 
as a basis, and the final draft was prepared in consulta- 
tion with the advisory committee, consisting of R, G. 
Thomas, representing the National Association of Mas- 
ter Plumbers; T. B. Glenk, secretary of Associated Mas- 
ter Plumbers of Texas; A. D. Chandler and A. M. 
Douglas, representing the Texas Association of Sanitar- 
ians and the journeyman plumbers; B. W. Hartigan, 
state plumbing inspector, and Prof. F. E. Giesecke, rep- 
resenting the professors of plumbing, heating and venti- 
lation. 

“While this code will not be a panacea for all housing 
and plumbing ills, it is designed to accomplish the fol- 
lowing : 

“1.—Simplify plumbing. 

‘“‘2.,—Standardize installations. 

“3.—Establish uniformity in examinations for licens- 
ing plumbers. 

“4.—Effect economy in administration through the 
elimination of multifarious boards. 

“5 —Effect economy in plumbing installations through 
introducing modern methods and materials. 
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“6.—Bring about improvements in sanitary condi- 
tions.” 

Comparison of Hoover and Texas Codes 

As stated in the foregoing, the Hoover committee re- 
port has been taken as the basis of the proposed Texas 
code, and a comparison with the Hoover code shows 
very little difference between the two. 

The differences, so far as we can see, are the follow- 
ing: 

The Hoover code calls for the supporting of all hori- 
zontal soil and waste pipe at 10-foot intervals, while the 
Texas code makes this distance 7 feet. 

The Hoover code gives certain information concern- 
ing grease traps, but goes no further; the Texas code 
carries the additional statement that “Each public eat- 
ing place shall be equipped with a grease trap.” 

In the Hoover code, Section 96, states that “No soil 
or waste stack shall be installed or permitted outside a 
building unless adequate provision is made to protect 
it from frost.” The Texas code omits this section en- 
tirely, from which we take it that outside stacks are per- 
mitted. 

Whereas the Hoover code goes as much into detail 
concerning the handling of storm and surface water as 
into the handling of house sewage, this subject is not 
mentioned in the Texas code. What the argument is 
for giving such sewage no consideration we are unable 
to state, and it would be interesting to know the an- 
swer. 

While the Hoover code gives nothing on garage drain- 
age or drainage from steam heating systems, both im- 
portant subjects, they are handled in the Texas code by 
the two following sections ;— 

“Public Garage Drain—Drains from public garages 
shall discharge into a sand trap of approved design.” 

“Boiler Blow-off and Steam Exhaust Pipe—Boiler 
blow-off and steam exhaust pipe shall discharge into a 
sump of approved design.” 

The foregoing constitutes all of the differences that 
we have discovered, between the two codes. 

It certainly is good news that one more state has added 
its name to the list of states under state plumbing laws. 

To be sure, those states that actually are working 
under plumbing laws that have been enacted by the state 
legislative body, and are enforced by state authority, 
are further advanced than those states that have a code 
which can only be recommended, but not enforced by 
law. 

3ut, even to propose such a code, as has now been 
proposed in Texas, is doing much, and its final enact- 
ment into state law would seem to be most likely if 
the proper legislative steps are taken. 

As to the essentials of this code, we believe no mis- 
take has been made in basing it on the Hoover code, 
and we are free to say that such changes and additions 
as have been made, are in the nature of improvements 
over the original. 











RETAIL ADVERTISING SERVICE 


Here is copy for two newspaper advertisements and a sales letter which our readers are free to 


use without charge. 














| Would You Rent 
| This Apartment 


ce QO hot water,’ the rental sign 

says. Would you consider rent- 
ing such an apartment? Not at all 
Yet many homes are without modern 
hot water service. Many a housewife 
has to depend upon the tea kettle, or 
some other antiquated method of sup- 
plying the hot water needs of the 
home. Such methods are wasteful 
by installing a modern automatic 
| water heater in your home, you can 
| have all the hot water you wamni ui 
less cost to you. Come in and see our 
display of water heaters 








(In this space your Name, Telephone 
Number and Address) 


NEWSPAPER AD No. 19 





PEOPLE ARE THEIR OWN 
WORST LANDLORDS 


Most people, says Harry Brown, lo- 
cal plumbing and heating contractor, 
are poor landlords when they are liy- 
ing in their own homes. 

“I can’t imagine folks renting apart- 
ments where they’d have the same dis- 
comforts they enjoy in 
homes,”’ 


their own 
says Mr. Brown. ‘‘They’ll fool 
with antiquated heating plants which 
would make them sue a landlord if 
they were renting. And the way some 
families get their hot water is—well, 
it’s pre-historic. 

“With a fine car in the drive and a 
grand piano in the living room, they’ll 
put up with methods of heating water 
not much better than the colonial 
kettle hung over the open fire. 

“It is difficult to see why people will 
consent to demand so much less when 
they’re landlording it over them- 
selves.”’ 


every other week—for $4.20. 


SALES LETTER 
No. 9 


HARRY BROWN 
PLUMBING & HEATING 


Two Rivers, N. Y., 
May 4, 1929. 

Mr. Edward Jones, 

Two Rivers, N. Y., 

Dear Sir: 

This may seem a rather 
peculiar time to address you 
about your heating plant. 
Yet it is the most conven— 
ient time, for you, to have 
heating needs taken care of. 

We would suggest that 
you telephone us while your 
experiences of the past 
heating season are fresh in 
your mind. 

We are, naturally, 
interested in seeing radi- 
ator heat in every home in 
this community. We believe 
it to be worthy of the con— 
Sideration of the home owner 
from every viewpoint. It is 
more convenient. It can be 
operated automatically with 
the result that there will 
be much less fluctuation in 
the temperature of the 
house, regardless of how 
cold it is outside. Imagine 
the possibility of having 
the drafts opened auto— 
matically in the morning so 
that the family may get up 
to a warm house. 

It will deliver heat to 
every room in the house, re— 
gardless of what exposure 
the room has, or the direc— 
tion or velocity of the 
wind. 

We should be very glad 
for the opportunity to talk 
with you about radiator heat. 

Very truly yours, 
HARRY BROWN 





T LEFT and right you 
A will find newspaper 
publicity items. Clip them 
and hand one each week to 
your local paper. Get your 
name in the news columns 
as well as the advertising 
columns, 
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The cuts, if you want them, are sent you for twelve weeks—two new cuts 
































Did You Enjoy Heating 
Comfort Last Winter? 


ID you have all the comfort, con- 

venience and economy of radi- 
ator heat in your home? If you didn't, 
now is the time to consider changing 
over your heating plant to the really 
modern and convenient system. The 
change can be made at your conven- 
ience—perhaps while you re away on 
your vacation. Then you'll face next 
winter with an automatically con- 
trolled heating plant which will de- 
liver heat evenly all over the house, 
with minimum fluctuations in temper- 








ature. Just telephone. 





(In this space your Name, Telephone 


Number and Address) 








NEWSPAPER AD No. 20 











IF WINTER COMES 
—AND IT WILL 


“There isn’t any need to be poetic 
about asking if winter comes. It does 
—and how,’’ says Harry Brown, loca! 
plumbing and heating contractor. 

“Tt’s funny, though,’’ continued Mr. 
Brown, ‘‘as soon as the heating season 
is over folks check the heating plant 
out of their minds and never think of 
it again until the beginning of the 
next heating season. Then all the 
troubles of last year, and all that 
neglect during the summer months 
has brought about, descend in one 
bunch and you have them wondering 
how soon spring will come again. 

“Heating plants should be taken 
care of at the end of the heating sea- 
son—while the little troubles are 
fresh in mind and before they grow 
to be big ones. Then, folks can snap 
their fingers at the cold snap when it 
does come.”’ 
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Copy for an Educational Leaflet 














Convenient Summer Care 


for Heating Plants 




















Copy A 




















(In this space your Name, Telephone 














Number and Address) 


T the left we show layout for one of 
the educational leaflets in the series 
being published on this page. The copy 
is below. All you have todo is show copy 
and give the cut to your local printer—he 
can make it up in just the size shown, 
to be kept in your sales room and en- 
closed in letters. [he copy can be used 
on a blotter, also. (35c for the cut.) 





Copy ‘“‘A”’ 
for the Educational Leaflet 


Convenient Summer Care 
for Heating Plants 


F THE heating plant is regarded—-as it should be 

—as a piece of mechanical equipment, the need for 
care at regular periods will be recognized. Our sue 
gestion is that the best time to have the plant in- 
spected, and minor repairs made, is during the sum- 
mer months when the plant is not in use. 

By our system, we will be glad to take on this job 
for you, to be done at the time most convenient for 
you—perhaps when you are away on your vacation, 
or on a day when you will be away. 

We suggest this now because whatever difficulties 
you may have had during the heating season just past 
are still fresh in your mind. Also, now would be a 
splendid time to have pipe covering put on, to help 
fuel savings, to add an extra radiator if it is needed. 

Just telephone us and tell us when it will be most 
convenient for you to have a man come in to inspect 
your heating plant and make such adjustments as 
may be necessary. 


Copy for a Statement Enclosure 


(Jo be set up by your printer just as shown here and sent with statements of overdue accounts) 


. 


The Nation's Bail for Carelessness 


“VERY year the business world must 
ye off a certain amount of bad 
debts, and absorb the expense involved in 
carrying on the books accounts which are 
long overdue. Bad debts are due to the 
carelessness of merchants who do not suffi- 
ciently investigate the credit rating of cus- 
tomers. We will pass that loss by——it does 
not interest us. But the matter of carrying 
open accounts for long periods costs busi- 
ness money also. Often it is merely care- 
lessness on the part of the customer who 
overlooks the account. 

If you are a salaried man, you know what 
it would mean to you if your salary were 
withheld for four or five weeks. You'd 





have to borrow money, or use your reserve 
funds—in either case paying interest. if 
you own stock in a corporation and they 
hold up your regular dividend, you feel that 
you are losing the interest that dividend 
might be earning for you. 

Our account with you represents our 
salary or dividend from you. We're en- 
deavoring to keep all our accounts in good 
shape——to close them out within the regular 
period, so that there won’t be any interest 
charges for overdue accounts to be absorbed 
in our overhead. After all, every little bit 
that can be done toward making less this 
source of waste can only help prolong the 
present period of prosperity. 


a a  - 
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They came and saw 














A test that puts 9,000 inch pounds 
on the jaw and bar of a wrench makes 
a mighty convincing proof of its 
strength and toughness. 


That’s what 160 pounds of red 
headed mechanic does on the bar of 
the above contraption. 


In a middle western city we got a 
group of men who knew good 
wrenches to come in and see the 
Walworth Master Stillson in action. 
They were superintendents of manu- 
facturing concerns, railroad master 
mechanics, refinery superintendents 
and maintenance engineers. After 








this 














and then they went and bought 
TEN THOUSAND MASTER STILLSONS 


which, these men went and bought 
ten thousand Master Stillsons, put 
them to work and they’ve been going 
strong on the job ever since. 


The Master Stillson is made in 
eight sizes, from 6 to 48 inches. 
Its new red handle and the same old 
Walworth Stillson trade mark will 
identify it for you. 


THE WALWORTH PARMELEE 


The close-up illustration shows a Wal- 
worth Parmelee holding a piece of pipe 
against the 4% ton twist of the Master 
Stillson. This toothless wonder of a pipe 
wrench is especially useful for work in‘close 
places and to prevent marring brass pipe 
and smooth rods. 


WALWORTH 


Walworth Company, General Sales Offices: 51 East 42nd Street, New York 
Plants at Boston, Mass.; Kewanee, IIl.; Greensburg, Pa.; and Attalla, Ala. 


Distributors in Principal Cities of the World 


Walworth International Co., 11 Broadway, New York, Foreign Representative 
Walworth Company, Limited, 620 Cathcart Street, Montreal, P. Q. 
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Oil Burner Men Hold Annual Convention 
Klect EK. M. Fleischmann and Haldeman Finnie 


HE sixth annual con- 
vention of the Amer- 
ican Oil Burner Asso- 
ciation was held in_ the 
Hotel Pennsylvania, New 
York City, April 9, 10 and 
11. 
Nearly 2,000 members of 
E. M. Fleischmann, newly - : ‘ 
elected president, Ameri- the association from all 
can Oil Burner Association parts of the United States 
and Canada, members of 
the oil and electrical industries, engineers and men 
in allied industries, attended the three-day meeting. 
At the same time the sixth annual exhibition of the 
association was held on the seventeenth and eight- 
eenth floors of the hotel. The sixty-three exhibits 
on view pictured to the eye the progress made by 
oil burners during the year, 

A variety of 
papers was 
read covering 
such subjects 
as the devel- 
opment of 
public interest 
in oil heat, im- 
proved sales 
methods, gen- 
eral and spe- 
cific methods 
of advertising, 
en gineering 
and technical 
problems, 
progress made 
by the indus- 
try, and co-ordination of the oil burner, 
electrical, and allied industries. E.-M. 
Fleischmann, of Baltimore, president of 
the May Oil Burner Corporation, was 
elected president of the American Oil Burner Asso- 
ciation for the next year, and Haldeman Finnie, of 
Detroit, vice president and general manager of the 
Timken-Detroit Company, was elected president of 
the Oil Heating Institute. 

One of the most important developments of the 
convention was a re-organization of the Oil Heating 
Institute, by action of the board of directors, which 
presented the organization, for the first time, to the 
industry and the world as an organized corporate 

















> P. Bailey, chairman of 
the board of directors of 
the A. O. B. A. 


Presidents of Association and 
Institute 


Below: Lionel 


vice president, Oil Heat- 
ing Institute 





entity on its own initiative. 

J. C. Johnson, president 
of the American Oil 
Burner Association, opened 
the convention in the ball- 
room of the Hotel Pennsyl- 
vania. He briefly reviewed 
the activities of the Asso- 
ciation, pointing out that 
in 1921 there were only 
12,500 domestic burners in 
use, and that at the present time there are more than 
400,000 burners for oil heating purposes installed in 
American homes. 

M. E. Simpson, of the Electrical Distributing Cor- 
poration of New York, a student of merchandising 
problems, outlined the field of automatic oil heat, 
taking into consideration also gas and electricity 
and weighing 





Haldeman Finnie, newly 
elected president, Oil Heat- 
ing Institute 


all angles in 
the matter. He 
. Jeecie attributed 
much of the 
advance of the 
industry to the 
endorsement 
of oil heat by 





the American 
Petroleum In- 
stitute and the 
National [lec- 
tric Light As- 
sociation. 

~<a IX. V. Walsh, 
sales-manager 
for the Tim 





Trell W. Yocum, managing 


director, Oil Heating 
stitute 


ken-Detroit Company, speaking to the 
same group on “The Value of Analysis,” 
showed that reports of his company’s 
salesmen revealed that seasonal varia- 
tions in the company’s business have been partly due 
to decreased efforts in supposedly dull periods. T. C. 
Kyle, sales-manager of the Winslow boiler and En- 
gineering Company, and Professor Borden and Pro- 
fessor Busse of New York University were other 
valuable contributors to this group meeting. Mr. 
Kyle, discussing “Retail Sales,” stressed the neces- 
sity of keeping abreast of the changing attitude of 
the buying public. 

He illustrated this by pointing out that where the 
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salesmen five years ago were selling the mechanical 
features of their burners, today, the successful oil- 
burner salesmen are offering their prospects the ap- 
peal of health and comfort insurance. 


Some Don’ts in Selling 


Professor Borden and Professor Busse, analyzing 
the results of seven and a half years’ work gathering 
data on fifteen thousand sales interviews, presented 
the six basic principles of sales presentation: 1. Do 
not talk too much. 2. Do not interrupt when a pros- 
pect is speaking. 3. Do not get belligerent or over- 
positive. 4. Always inquire for an explanation of 
the prospect’s objections before you attack them. 
>. After the prospect raises an objection, restate it 
in your sure understand it, 
and to show 
him that you 
do; and 6. 
your 
concluding 


own words to be 


yi ul 





Base 


attack on one 
Issue. only, 
others should 





be disposed of 
as they arrive. 





They said 
that obvious 
as these 
points might 
he, thev had 
been found to Thornton Lewis _ ie 


be lacking in 
many apparently otherwise intelligent salesmen. 

The annual banquet of the association held in the 
grand ballroom of the hotel developed at least two 
points of importance to the oil heating industry. 
William E. Walsh, chairman of the Board of Stand- 
ards and Appeals of New York City, who discussed 
the problems of the city in consideration of oil-heat- 
ing equipment, stated that present-day burners have 
advanced to the point that well installed machines 
are considered safe. 

Health Commissioner Shirley W. Wynne of New 
York City, showing the relation of the smoke nui- 
sance to health problems of a great city, declared 
that the more general use of oil-burners in industrial 
establishments and in the home, with proper installa- 
tion and choice of fuel, and firing would do much 
toward eliminating the smoke problems from which 
practically every city in the country is suffering. 

Trell W. Yocum, managing director of the Ameri- 
can Oil Burner Association and the QOil Institute, 
summed up the activities of the various elements of 
the Association. Among other high points, his re- 
port showed how progress had been made in a plan 
for the pooling of patents and work which had been 
done to secure an accurate and reliable production 
census of the industry. 


He pointed out that eleven local groups had been 
brought into the association during the year by the 
activities of W. J. Harter, the individual increase in 


membership being 135. 
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Report Shows Nineteen Million Homes Wired in 
United States 

(George Oxley, Director of Public Relations of the 
National Electric Light Association, said that a re- 
cent survey of the oil burner industry made by his 
association had interested it in the development of 
oil burning because of the increased aggregate load 
which he felt would result from the operation of 
burner motors. Mr. Oxley emphasized the close 
tie-up between oil heat and electricity by calling at- 
tention to the fact that throughout the United States 
nineteen million homes are wired. This is the po- 
tential market of the oil burner industry, he said. 

Thornton Lewis, president of the American So- 
ciety of Heating and Ventilating Engineers, stressed 
the need of research. He pointed out the highly spe- 





cialized mar- 
kets available 
for oil heat. 


mentioning 
the garages of 
the country as 
one that can 
be given par- 
ticular atten- 
tion. He urged 
the raising ot 
standards and 
the study of 
fundamentals 
in order that 
oil heat might 
maintain the 
leadership it had won in the important field of domestic 








H. Chalmers 


heating. 

A. R. Small, vice president of the Underwriters’ 
Laboratories, brought out the problems with rela- 
tion to the oil burner industry, which still exist. His 
talk developed an interesting discussion in which 
Haldeman Finnie, C. H. Chalmers and Homer Lynn 
participated. Many important points were brought out 
in this discussion. 

Alfted Reeves, general manager of the Automo- 
bile Chamber of Commerce, urged the association 
to profit by the experience of the automotive indus- 
try, especially from the standpoint of beauty appeal 
in the home. He pointed out that marketing today 
is an appeal to the women of the household and that 
women demand heauty in the equipment for the house- 
hold. 

He declared that the oil heating industry has a fine 
opportunity in this direction through its ability to 
help make the cellar beautiful as well as the rest of 
the house. This improvement would, of course, add to 
the attractiveness of the home. 

At the session of the manufacturers’ group, How- 
ard Dickinson of New York discussed “Selecting 
Space and Copy to Meet Your Advertising Needs.” 
He pointed out four difficulties in advertising: First, 
misinterpretation of the public viewpoint due to the 
different standards of advertising; second, selecting 
and formulating the message; third, underbuying or 
overbuying space, of which two evils he classed un- 
derbuying as the greater mistake and fourth, basing 
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A COMPLETE 
LINE 


Perfection Floor and Ceiling 
Plates have long been estab- 
lished in the trade becauseof 
their undoubted superiority. 













The line is exceedingly com- 
plete, so that no matter 
what you need, there is a 
particular and proper type 
plate to fill it. 


No. 2 


Our catalog will give 
you many a helpful 
hint. Send for it today. 
Ask your jobber to 
show you Perfection 
Plates the next time 
you visit him. 














No. 16 for Angle 
Circle Cove 





No. 6-A 
Solid Cast Plate 


co 


No. 3 
Hinged Cast Plate 





CS .... ; Mees 


Solid Cast with set screw —— 














The Original No. 

10 Perfection 

Floor and Ceiling 
Plate 


No. 17 for Double 
Connections 









Back View 


BEATON & CADWELL MFC.CO. 





Géstablished 1894 
NEW BRITAIN, 
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AS 2°2° Radiators 


Throughout and Why! 


ECAUSE this building must be modern in all equipment, 

ROBRAS 20-20's were used. Must be modern because it 
was built to house a modern business, the advertising agency of 
N. W. Ayer and Son. 


Old fashioned radiators were no more to be tolerated than gas 
lighting. *‘Be modern,” said the heating contractor, ‘use ROBRAS 
20-20 Radiators. 


These radiators are installed in-the-walls, out-of-sight and out- 
of-the-way. On their comparative rating they are 20% the weight 
and 20% the size of cast iron radiators. 


This means saving in installation and handling costs which makes 
your profit greater. 


We will be glad to send you installation data and price lists. 





ROBRAS 20-20 Radiators 

installed 4-sections deep, 1- 

tier high, in an office in the 

N. W. AYER building, Phila- 

delphia, Pa. oe 
William M. Anderson, Phila- 

delphia, Pa., Heating Con- 

tractor. 


ROME BRASS RADIATOR 


CORPORATION 


ONE EAST FORTY-SECOND STREET . 


NEW YORK CITY 
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advertising on past sales. Lawrence Smith, general 
sales manager of the Petroleum Heat and Power 
Company, stressed the importance of advertising in 
a forceful answer to questions on the marketing of 
oil-burners. Mr. Smith estimated that 75 per cent 
of advertising and sales appropriations should be 
spent on consumer advertising, the remainder to be 
used for salesmen’s commissions, house organs, con- 
ventions and commissions to the trade. 

I. Lubbock, chief engineer of the fuel oil depart- 
ment of the Shell-Mex Company, Ltd., of London, 
stated that the market in Europe is at its best in 
highly industrial countries and the majority of in- 
stallations are gravity systems. Mr. Lubbock, 
strongly urged the widening of the new standard 
specifications for fuel oil as he stated it is going to 
be difficult for the refiners to meet the specifications 
commercially. 

A vigorous appeal for a closer co-operation be- 
tween the manufacturers of boilers and the oil burn- 
ing industry was made by L. Wayne Arny, adver- 
tising and publicity manager of the Richardson & 
Boynton Company. 

Many engineering problems were presented dur- 
ing the convention. H. S. Rogers, vice-president of 
the Combustion Fuel Oil Burner Company, told of 
the part that electrical engineering and mechanical 
engineering reflected in boiler design and the appli- 
cation of combustion engineering. He stated that 
research in the oil burning field largely rotates about 
electrical application. 

Electrical ignition was discussed by Elliot Har- 
rington, industrial engineer of the General Electric 
Company, who outlined the problem of spark inter- 
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ference with radio. “Standardized practice cannot 
be applied to this problem,” said Mr. Harrington, 
“and each combination must be worked out as an in- 
dividual problem.” 


Give More Attention to Chimney Draft 

James L. Breese, Jr., president of the Breese En- 
gineering Company, pointed out that the average 
residential chimney has slightly more draft and con- 
siderably more area than is required for oil burning. 
Mr. Breese held that failure to consider this natural 
draft is the cause of low efficiency in many installa- 
tions. He stressed the point that modern burners 
are developed to a high point of efficiency in meter- 
ing oil and maintaining constant oil supply, but that 
almost no provision has been made for the mainte- 
nance of a correspondingly constant air supply. “In 
coal burning plants and internal combustion en- 
gines,” said Mr. Breese, “the rate of fuel always 
automatically varies with the draft.” 

F. I. Raymond, president of the F. [. 
Company, argued for the control of heat production, 
based on the outdoor temperature variation. “The 
supply,” he said, “should be provided at the same 
rate as the loss of heat from a building, and on cold 
days radiators should be maintained at a higher 
temperature than in milder days.” 

Henry Downs, eastern sales manager of the Com- 
bination Boiler Company, said that to insure com- 
bustion there is a definite volume of fire box needed 
for a given output. He stated that inasmuch as 
boiler designs differ, some perform better in long 
narrow fire boxes, while others give better results 
in round boilers. 

(Continued 


Raymond 


on Page 175) 


Industry to Hold Trade Practice Conference 


TRADE practice conference for the manufacturing 
and wholesale divisions of the plumbing and heat- 
ing industry has been called by the Federal Trade Com- 
mission, to be held on May 15 at the William Penn Hotel, 
Pittsburgh, Pa., at 10:30 a. m. Invitations have been ex- 
tended to all manufacturers and wholesalers in the in- 
dustry to attend, and any manufacturer or wholesaler in 
the United States, regardless of his affiliation with any 
association or regardless of the fact that he has not re- 
ceived an invitation from the Federal Trade Commission, 
is welcome to attend and participate in the discussions. 
Commissioner Charles H. March will preside, assisted 
by M. Markham Flannery, director of the Trade Prac- 
tice Conference Division, Federal Trade Commission. 
When the rules are adopted by the industry at this 
meeting, the commission will take them under advise- 
ment. Those rules which they approve will be divided 
into two groups—Group | and Group 2. A copy of those 
rules and the following form of agreement will then be 
sent to each and every manufacturer and wholesaler 
of plumbing and heating products in the United States 
with the request that they read the rules and sign and 
return the agreement to the commission. The agree- 
ment reads as follows: 
“In consideration of the abandonment by others in 


the industry of practices covered by rules adopted in 
resolution form at the Trade Practice Conference held 
by the Federal Trade Commission for the Manufactur- 
ing and Wholesale Divisions of the Plumbing and Heat- 
ing Industry at Pittsburgh, Pa., May 15, 1929, and for 
the purpose of placing as near as may be all in the indus- 
try on an equally fair competitive basis, the undersigned 
hereby subscribes to, and the undersigned and such others 
as now have subscribed or in the future shall subscribe, 
hereby mutually agree to abide by said rules, copy of 
which has been received and read by the undersigned.” 

The Group 1 rules, after being approved by the com- 
mission, are applicable to éveryone in the industry, re- 
gardless of whether or not they sign the agreement or 
attended the meeting, because violations of such rules 
are contrary to existing laws. In Group 2 are such 
rules as the individual industry may set up by agree- 
ment, to be enforced against those who subscribe to the 
agreement by citing the violation of the contract to abide 
by these latter rules. 

Combined Committees May Meet Earlier 

The Joint Trade Practice Conference Committees may 
meet at Pittsburgh prior to the scheduled trade prac- 
tice conference meeting on May 15, in order to make 








88 DOMESTIC ENGINEERING 


final arrangements. These committees are as follows: 

Central Supply Association: F. W. Swanson, Globe 
Machinery & Supply Co., Des Moines, Ia., chairman ; 
\W. H. Kiefaber, The W. H. Kiefaber Co., Dayton, 
Ohio; H. M. Reed, Standard Sanitary Mfg. Co., Pitts- 
burgh, Pa.; H. W. Seymour, Crane Co., Chicago; H. C. 
Stockham, Stockham Pipe & Fittings Co., Birmingham, 
AJa.: I. Weil, Weil-McLain Co., Chicago; W. E. Mc- 
Collum, Chicago, secretary. 

Eastern Supply Association: Frank W. Hubbard, 
\V. B. Hubbard & Sons Co., Boston, Mass., chairman; 
[Lester F. Cole, Geo. H. Cole Supply Co., Troy, N. Y.; 
\W.. J. Kirby, Somerville Iron Works, Somerville, N. J.; 
A. M. Maddock, Thos. Maddock’s Sons Co., Trenton, 
N. J.; Harry G. Starr, Wm. H. Gallison Co., Boston, 
Mass. Advisory committee: James A. Messer, James 
\. Messer Co., Inc., Washington, D. C.; Joseph A. 
Maynard, Boston Brass Co., Waltham, Mass.; Leo 
()’Neil, M. O’Neil Supply Co., Brooklyn, N. Y.; C. K. 
foster, American Radiator Co., Chicago; Frank S. Han- 
ley, New York City, secretary. 

National Pipe and Supplies Association: W. C. Han- 
son, E. G. Schafer & Co., Washington, D. C., chair- 
man; J. H. Borton, Hajoca Corp., Philadelphia, Pa. ; 
M. M. Cochran, Cochran-Sargent Co., St. Paul, Minn. ; 
M. W. Dennison, Braman, Dow & Co., Boston, Mass.; 
C. F. Harvey, A. Harvey’s Sons Mfg. Co., Detroit, 
Mich.; J. A. Vann, The Young & Vann Supply Co., 
Birmingham, Ala.; “Bud”? Kennedy Hanson, Pittsburgh, 
Pa., secretary. 

Southern and Southeastern Wholesalers’ Association: 
IL. U. Noland, Noland Co., Inc., Newport News, Va. 

'Vestern Supply Association: L. B. Peebles, Crane 
Co., Los Angeles, Calif., chairman; J. C. Bowles, Bowles 
Co., Seattle, Wash.; Morris Stulsaft, M. Stulsaft Co., 
San Francisco, Calif, 

A sub-committee composed of two representatives 
trom the Itastern Supply Association, two representa- 
tives trom the National Pipe and Supplies Association 
and two from the Central Supply Association have also 
been appointed to draft a plan for a national interpreta- 
tion, arbitration and observance of the rules. The mem- 
bers of this committee are W. H. Kiefaber and W. E. 
McCollum, secretary, Central Supply Association ; Frank 
\WW. Hubbard and Frank S. Hanley, secretary, Eastern 
Supply Association; M. W. Dennison and “Bud” Ken- 
nedy Hanson, secretary, National Pipe & Supplies Asso- 
ciation, 

The Central Supply Association, the Eastern Supply 
Association, the Western Supply Association and the 
Southern & Southeastern Wholesalers’ Association will 
assume the responsibility of arbitrating and securing ob- 
servance of the rules in their respective territories. The 
National Pipe and Supplies Association will arbitrate 
questions that arise regarding pipe, fittings and valves 
in all territories. 

The Recommended Rules 

The trade practice conference rules recommended by 
the joint trade practice conference committees are as 
follows: 

ule 1—Inducing Breach of Contract 

Inducing or attempting to induce the breach of a con- 

tract between a competitor and his customer during the 


May 4, 1929 


term of such contract is an unfair method of competition. 
Provided, that nothing in this rule shall be taken to pre- 
vent a party who has quoted on the material involved from 
calling to the attention of the purchaser, even though 
order has been placed, that the list of materials for which 
order has been placed does not conform in quantity or 
quality to the list on which the interested party has 
quoted. 
Rule 2—Misbranding 
Marking or branding of products in the plumbing and 
heating industry should be done in every instance possible, 
but such marking, branding, or failure to brand, done for 
the purpose or with the effect of misleading or deceiving 
purchasers, or prospective purchasers with respect to the 
quantity, quality, size, grade or substance of the product 
purchased, is an unfair trade practice. 


Rule 3—Misrepresentation 

Selling or offering to sell any product of the plumbing 
and heating industry with intent to deceive purchasers or 
prospective purchasers as to the quantity, quality, size, 
grade or substance of such product is an unfair trade 
practice. 

Rule 4—Price Discrimination (Selling Prices) 

Discrimination in price of plumbing and heating prod- 
ucts between purchasers of the same class, not including 
discrimination in price on account of the difference in 
grade, quantity or quality of the product sold, or which 
makes only due allowance for difference in cost of selling 
and transportation, or discrimination in price in the same 
or different communities not made in good faith to meet 
competition, is an unfair trade practice. Provided, how- 
ever, that nothing in this rule shall be construed to pre- 
vent the publication and use of a special quantity price 
applicable to a definite quantity of goods which are placed 
in one order and at the option of the shipper are moved 
as one shipment, and, provided further, that nothing here- 
in contained shall prevent persons, firms or corporations 
engaged in selling plumbing, heating and other products 
in commerce from selecting their own customers, in bona 
fide transactions. 

Rule 5—Published Prices 

Manufacturers and wholesalers of plumbing and heating 
products, while maintaining absolute freedom in the issu- 
ance of price schedules from time to time, in conformity 
with the established trade practices, do adopt as a cardinal 
principle that there shall be no discrimination as between 
purchasers of their product (in the same class) and that 
all published prices as issued by any manufacturer or 
wholesaler of plumbing and heating products shall set 
forth plainly the price and terms, and conditions, and 
that such published prices shall truly represent the sales 
price in all cases where the goods sold and conditions and 
terms are set forth in the seller’s price schedule, and any 
deviation from the principle expressed herein shall be 
deemed an unfair trade practice, provided, however, that 
nothing in this rule shall be construed as an obligation on 
anyone to maintain any price any length of time. 

Note: Published prices in this industry are defined 
as such prices as are set forth in the regularly issued 
schedule and distributed to agents, salesmen or buyers. 


Rule 6—Secret Rebates 
Withholding from, or inserting in the invoice, facts 
which make the invoice a false record, wholly or in part, 
of the transaction represented on the face thereof, and/or 
the payment or allowance of secret rebates, refunds, 
credits, unearned discounts, whether in the form of money 
or otherwise, or the extension to certain purchasers of 

(Continued on page 103) 
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Branford 
300 Pounds 


DOMESTIC ENGINEERING 


Both of the Branford Unions 


Are popular and famed. 

It’s their capacity for work 

For which they are acclaimed. 

However long the task may be, 

They tackle it with zest, apy ge 


And stick to it until it’s done, 


They never need a rest. 
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Geared Beavers — 2: to 12’ 


Maximum 
Service 


Minimum 
Cost 


ILLUSTRATION SHOWS No. 41—21, to 4’ 












CUTAWAY 
SHOWING 
GEARS 


set of dies. No time is lost changing dies. 


must withstand severe strains and abuse. No expense for replacing of lost dies, they 
are always in the tool. (No. 41 Beaver, 


And, if it is not built to overcome these 

strains it will quickly develop premature 21% to 4-inch uses one set of dies—No. 61— 

wear that makes perfect threads impos- 214 to 6 in.; No. 80—4)% to 8 in. and 

sible. No. 90, 9 to 12 in. use two sets of dies to 
cover the wider range). 


In threading large size pipe a die stock 


Beaver Geared Adjustable Die Stocks 
are striking examples of what it means to 
build a tool right in the first place—and 


Geared Beavers are easy working. Due 
to the use of narrow receding dies coupled 





thus provide the maximum of dependable 
and efficient service over the longest period 
of time. 


In addition to their ruggedness and their 


with a power reducing gear and ratchet 
handle, one man threads even 12-inch alone. 
Also adapted for use with Power Drives. 


When you buy your next large size die 





stock specify a Beaver. It is the surest and 
safest way of getting the most die stock for 
your money and the lowest upkeep cost. 


durability, Geared Beavers have many 
other advantages. They are adjustable, 
and thread several different sizes with one 






THE a COMPANY | 
Warren, Ohio (a 
New York Office: 50 Church St., New York City 


510 Dana Avenue 






Have You Seen 
No. 11 and 11-A Beavers 


The greatest improvement in die stocks in 20 
years. Thread 1 to 2 inch without changing dies 
or bushings. Light in weight; easy working; 
self-contained; adjustable; interchangeable parts; 
durable; simple in construction. 
















Try either one at our expense. 


Mention Domestic ENGINEERING when writing advertisers. 

















SUPPLY NEWS 





AMONG MANUFACTURERS, WHOLESALERS AND SALESMEN 








Merge Air Filter Companies 

Plans were recently com- 
pleted for the formation of 
the American Air Filter Co., 
Inc., which will maintain of- 
fices at Louisville, Ky., and 
Bradford, Pa. The company is 
a result of a recent merger be- 
tween the General Air Filter 
Corp., Bradford, Pa., Mid- 
west Air Filters, Inc., Brad- 
ford, Pa., the National Air 
Filter Co., Chicago, and the 
Reed Air Filter Co., Louis- 
ville. 

W. M. Reed, president of 
the Reed Air Filter Co., has 
been made president of the 
American organization, but will continue as president of 
the Reed company. All of the companies concerned will 
operate as individual organizations as in the past, but 
are centralizing research and development through the 
central agency. 





W. M. Reed 


e 
Buys New Haven Supply House 


Crane Co., Chicago, has bought the business of the 
Standard Plumbing Supply Co., 207 Water street, New 
Haven, Conn. The branch moved from their former 
location, 336 York street, to the former Standard head- 
quarters. 

The building of five stories and basement, has been 
leased by Crane Co., and is now being remodeled and 
redecorated. The offices of the company will be located 
on the first and second floors. 

Arrangements are now being made for a centrally 
located showroom, which will house a display of plumb- 
ing and heating fixtures and equipment. 

The new location will also be the divisional head- 
quarters for the state of Connecticut, T. H. Dawson, Jr., 
being made division manager of the New Haven branch, 
will continue with the New Haven office. 

Mr. Dawson was for the past year, sales manager 
of the metropolitan district (New York), and for ten 
years prior to that, was manager of the Brooklyn, New 
York branch. 

5 
Bailey-Farrell Opens New Showroom 


The Bailey-Farrell Mfg. Co., Pittsburgh, recently 
opened a display room at 113 Wood street. The main 
display, located on the first floor, is a beautiful room 
decorated in the modernistic fashion. A peacock motif 
is used on the wall, which carries still further the 
modernistic idea. The lighting system is of the indirect 
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type, and chandeliers of unusual design have been used. 
The first floor is given over to the display of bath tubs, 
water closets and lavatories in color and white. 

The second floor, which is reached by a stairway of 
modernistic design, is devoted to the display of five com- 
plete bathrooms in color, a line of electric refrigeration, 
a line of electric dishwashers, clothes washers, and a line 
of water heaters. Sinks, gas ranges, heating boilers and 
furnaces, are also shown. During the opening day it is 
estimated that the attendance was over 500. 

Sd 
Buffalo Has New Supply House 

The Bison Plumbing Supply Co., Inc., is the name 
of a new wholesale company which opened May lI 
at 812 East Ferry street, Buffalo, N. Y. Members 
of the firm are W. J. Graf and Michael Weidman, 
both of whom were formerly connected with the 
Buffalo Plumbing Supply Co. 

e 
Elect Officers and Directors 

The annual meeting of the Reading Iron Co., Reading, 
Pa., was recently held in the offices of the company. The 
following officers were elected for the ensuing year: L. 
E. Thomas, president ; John M. Callen, P. N. Guthrie, Jr., 
and R. J. Wenger, vice presidents; George W. Delany, 
secretary ; Henry N. Yost, treasurer. The following were 
elected directors of the company: L. E. Thomas, John 
M. Callen, P. N. Guthrie, Jr., R. J. Wenger, A. J. 
Maloney and Randolph Stauffer. 

+ 


Move Off_ices and Factory 
Thos. Kelly & Bros., formerly located at 3422-26 
West Lake street, Chicago, announced recently that their 
offices and factory had been moved to 4444 West Roose- 
velt Road, that city. Larger quarters are available for 
the manufacture of the company’s products as a result 
of the move. 








New salesroom of the Baliley-Farrell Mfg. Co., in Pittsburgh 
Pa. 
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General Contractor Addresses San Francisco 
Salesmen 

At the April 19 meeting the San Francisco Chapter of 
’lumbing and Heating Salesmen heard an excellent talk 
packed full of sound advice, and given in a frank, in- 
formative manner by J. I. Gallagher, an executive of the 
Clinton Construction Co. of California. His subject was 
“The Relation of the Plumbing and Heating Salesman 
to the General Contractor.” Commenting on the qualifica- 
tions of a successful salesman, Mr. Gallagher pointed 
out the need for intelligence, honesty, easy familiarity 











Salesroom of Pittsburg Water Heater Co., in Brooklyn, N. Y. 


with one’s goods and prompt delivery without hedging, 
stalling or substituting. 

“Equally essential,” he went on, “is the fact that the 
salesman must have something definite to talk over with 
the contractor. Study his needs and call on him after he 
has landed a new job. You will know by the character of 
the work just what material he is going to want. He'll 
talk turkey when you approach him in that fashion.” 
Mr. Gallagher urged the establishment of confidence not 
only ina man’s goods, but in the man himself. 

© 
To Build Plant Addition 

The Crane Co. branch at Bridgeport, Conn., has 
awarded a contract for the proposed plant addition and 
radiator manufacturing unit. From private plans there 
will be a l-story radiator plant about 125x500 feet, and 
a three-story addition, 40x45 feet. The company has 
recently completed a three-story brick unit, which will 
he used for a warehouse. 

* 
Moves Detroit Offices 

The Detroit, Mich., offices of the Permutit Co., New 
York City, moved recently to Room 522, Free Press 
Inulding. BK. EF. Soffe, Michigan district manager, an- 
nounced that the move was made necessary due to addi- 
tions to the local sales staff. 

e 
Moves to New Location 

The Super Septic Tank & Engineering Corp., Buf- 
lalo, N. Y., moved recently from its former location 
at 543 Ashland avenue, to new quarters in the Sid- 
way building, 775 Main street, in that city. 

4 
Move Sales Offices in Chicago 

The Van Expansion Bolt Mfg. Co. recently an- 

nounced that its sales office had moved from its former 
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location at 309 South La Salle street, Chicago, to new 


quarters at 1530-32 North Damen avenue. 
Sd 


Opens Branch at Tuckahoe, N. Y. 
IX. Beckenstein, Inc., of New York City, has opened 
a branch house at 101 Main street, Tuckahoe, N. Y.., 
under the management of Sidney Beckenstein. 
® 
Announces Removal of Plant 
The Wade Iron Sanitary Mfg. Co., Chicago, IIl., an- 
nounced recently that it had moved from its former loca- 
tion at 551 Fulton street, to new quarters at 1717-21 
Canal street in that city. 
» 
Opens Southeastern Offices 
The J. A. Zurn Mfg. Co.. 
erie, Pa., recently opened 
offices in the First Nation- 
al Bank building, Chatta- 
nooga, Tenn., with H. W. 
Powel as manager of 
southern sales in the terri- 
tory comprising the south- 
eastern portion of the 
United States. Mr. Powel 
has a wide acquaintance- 
| ship in the entire United 
| States, especially in the 
| southeastern territory, 
— through his many years of 
H. W. Powel association as general man- 
ager of the old Cahill Iron 
Works of Chattanooga, and also as general manager 
of the Crane Co. plant in the same city for two years. 
® 
Announce Changes in Personnel 
The J. A. Sexauer Mfg. Co., New York City, has 
announced several changes in its personnel, among which 
is the appointment of Joseph Barker as sales representa- 
tive in the Long Island and Westchester County section 
to succeed Leo J. Aubin, who died recently. B. F. 
Collins has been made sales representative in the Phila- 
delphia, Pa., territory. Both appointees are former vice 
presidents of the Crest Mfg. Co. 

















a 


* 
Organize New Selling Firm 
A manufacturers’ selling firm has been organized 
under the name of Drake & Tilton, 66 West Broad- 
way, New York City. The principals are A. W. 
Drake, who has maintained a business at that ad- 
dress for several years, and G, W. Tilton, former] 
treasurer of the old John A. Murray Co., that city. 


+ 
Building Addition to Plant 

A new factory building and equipment involving an 
investment of $100,000 will be the 1929 expansion pro- 
gram of the Globe Machinery and Supply Co., Des 
Moines, lowa, F. W. Swanson, president of the con- 
cern, announces. 

The building will be of brick and steel construction, 
and will be erected at East Second and Walnut streets, 
Des Moines. 


See ee ee, 7 
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MAY BE RE-PACKED 
UNDER PRESSURE 
When fully opened, this 
valve may be repacked 
under pressure, an advan- 
tage well worth con- 
sidering. 













HIS Capitol valve is a real 

quality proposition for higher 
pressure jobs up to 150 lbs. Brass 
parts are made of a special high 
grade bronze mixture and the 
heavily constructed walls will with- 
stand the higher pressure for which 
thesevalves are recommended with 
a very liberal safety allowance. 












NUTS MADE OF 
MALLEABLE IRON 


Nuts made of malleable 
iron are easily removed 
and not subject to damage 
by wrench. 










Capitol products have been rec- 
ognized, for years, as a standard of 
values yet our entire organization 
is continually striving that we may 
ever enjoy the fine reputation 
gained through the years gone by. 









REMOVABLE DISC 


Install this valve where 
quick disc removal is de- 
sired—disc can be removed 
in a few moments with no 
other tools than a wrench. 







Ask your wholesaler to 
show you Capitol valves 











GLOBE OR ANGLE 


VVVNNVVY 


Midi 


Beeeeene 





Renewable Disc Renewable Dise 
Globe Valve Angle Valve 
No. 154 No. 164 














Bohn Aluminum & Brass Corporation 


APITOL BRASS DIVISIO 


MANUFACTURERS OF BRASS VALVES, BOILER TRIMMINGS AND PLUMBERS’ BRASS GOODS 


DETROIT ~ MICHIGAN 


N 
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0A sroprEr in the kit- 


chen sink at the turn of your 
wrist is the service rendered 
by the Superior Sink Drain. 
It eliminates the old un- 
sanitary rubber stopper of 
the variety store pattern 
that was never on hand 
when wanted. The Superior 
Stopper is always ready for 
action. It operates by a trip 
lever on the backboard of 
the sink or below the apron. 
A pop-up in design but with 
all the mechanism below 
the surface of the strainer, 
it is never in the way of 
kitchen utensils in the sink. 


The Superior Sink Drain 





stantly adding to the service 
value of Wolff’s Superior 
Plumbing Fixtures. It is 
illustrated here as equip- 
ment on the Wolff ‘887’’ 
Dallas Kitchen Sink — an 
ideal fixture for bungalows 
and apartments. In every 
part of the country, Mer- 
chant Plumbers are increas- 
ing their business with 
Wolff’s Superior Plumbing 
Fixtures. Fixtures that ren- 
der the additional amount 
of service that secures the 
order. 


WOLFF CO. 


“Superior Plumbing Fixtures” 


se — ee eS PP 
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en eee 





SUPERIOR SINK DRAIN 
AND POP-UP STOPPER 


is but one of the many 
improvements that are con- 


SUPERIOR 


CHICAGO 








PLUMBING FIXTURES 
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: ' Arrange Dates for E. T. G. A. Meets 
‘ The Eastern Trade Golf Association has arranged the 
dates for tournaments at some interesting courses for 


the coming season. They are as follows: May 14, Forest 
Hill Field Club, Bloomfield, N. J.; June 18, Westchester 











Hills Golf Club, White Plains, N. Y.; July 23, Wood- ‘6 ” 

mere Club, Woodmere, L. I.; August 20, Leewood Golf HAAS 

Club, Crestwood, N. Y.; Sept. 4, Fox Hills Golf Club, 

Stapleton, S. I. The officers of the association are: Rely-A-Ball 

President, John K. Law of Bookhout & Law, Inc., New . 

York City; vice president, Harold Townsend, Charles Standardize on the 

Hartman & Co., Brooklyn, N. Y.; secretary-treasurer, Haas Rely-A-Ball for 

R. G. Bookhout, Bookhout & Law, Inc., New York City ; all your flush valve 

captain, J. Barton Garfield, American Radiator Co., New 

York City. work. It will pay you 
| e big, both in time saved, 
| Northwestern Ohio Golfers Open Season actual profit made and 


The spring meeting of the Northwestern Ohio Trade customer satisfaction. 


Golf Association was held Wednesday, April 17, at the 
Riverby Hills Golf Course, at which time the annual fee easiest for instal 
election of officers took place. ation that you ve 

Golf clubs and balls were awarded winners in the ever seen; no adjust- 
ments, no alignments, nothing to get 


out of order. A lifetime of service. 

















From your jobber or write us now 


The Philip Haas Co., Inc. 


DAYTON, OHIO 
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FRED FLADER, 1918 
Harrison Street, 
Plumber of Evans- 
ton, Illinois, says: 














‘*I wish to say that 
EverHot Automatic 
Heaters won my sup- 
port by the force of 
their own perform- 
ance. One EverHot 
sells another is why 
I have installed over 
two hundred of 
them.” 








| 

) Top row: A. L. Vanderhoof of Kewanee Boiler Corp., Holt D. 
Bullock of Ohio Plumbers’ Supply Co., R. 8S. Crane of Johnson 
Service Co., Karl A. Senf, assistant secretary and treasurer 
of American Plumbers’ Supply Co. Middle row: V. J. Brown 


of American Plumbers’ Supply Co., P. H. Harrod of United 
States Radiator Corp., I. P. Young of Wheeling Steel Corp., 











fvexHot Heater Co. 


| Porter West of C. F. Church Mfg. Co. Bottom row: Harold odin ° s 
' Cross, United States Sanitary Mfg. Co., N. S. Larsen, of N. S. Detroit, Michi nan 
Larsen Plumbing & Heating Co., Toledo, Ohio; R. W. Lang Branches and RYSTI-X) Ciilae 777 ou! Ghai 


of Standard Sanitary Mfg. Co., W. W. Greiling of American mn [/ 

Mnited St na Cc 

Blower Corp. Photos taken at the recent meet of the North- . — q ates and anada 
western Ohio Trade Golf Association 
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Top row: James K. Kewley of Thos. Kewley & Son, new presi- 
dent of Northwestern Ohio Trade Golf Association; J. Leonard 
of Federal Pipe & Supply Co., new captain; M. M. Stophliet, 
of Stophiet & Stophiet, past president; Charles Rothert of 
Jobbers re-elected secretary. Bottom row: 
Leo Carroll of Huron Plumbing Supply Co., J. JI. De Busman, 
Plumbing and heating contractor, of Tiffin, Ohio; P. Varble 
of American Radiator Co., K. E. Kirk of National Supply Co. 
Photos taken at the recent golf meet of Northwestern Ohio 


Adjustment Co., 


Trade Golf Association 


handicap play of eighteen holes, and also a prize for low 
net score. 

The following officers were elected for the coming 
President, J. K. Kewley of Thomas Kewley & 
Son; vice president, Charles McMenemin of Pioneer 


FREER MSSCER OCR DEER OCCA OCEAN IK 


year: 
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HE new S & K 
FIVE ONE FOUR 
Swing Spout Kitchen Sink 
Faucet is a decided advance 
in making the kitchen sink 
neater in appearance and 
more efhcient. 


The FIVE ONE FOUR 
is designed for the “new 
Eight-Inch Back Sinks.” 


They are well balanced and 
of pleasing design (not 
massive and ornate as 
some others). They are 
exceptionally well made 
and are priced very low. 


You'll want to install 
the S & K FIVE ONE 
FOUR just as much as 
your customers will want 
to buy them. 


Sample and Prices 


for 


STREET & KENT MFG. COMPANY 


1954-64 Clybourn Avenue, CHICAGO 


RSPR OR PROGR PRO CEN PROGR PRD GEK A296 IK 


Write us 
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Plumbing and Heating Co.; treasurer, Harry Menden- 
hall of Duro Co., Dayton; secretary, Charles Rothert of 
Jobbers Adjustment Co.; captain, James Leonard of 
Federal Pipe & Supply Co. 
* 
Knights of Galena Hold Annual Varty 

The Knights of Galena held its annual dinner 
dance April 4 at the Elks’ Club, Brooklyn, N. Y. The 
occasion brought together about 1,000 members and 
guests of the oldest fraternal organization in Greater 
New York whose membership is comprised of both 
master plumbers and journeymen. ‘The officers: [td- 
win \WV, Cade, chairman; Richard McChesney, re- 
cording secretary ; George Essex, corresponding sec- 
retary, and Richard MeLaren, treasurer, composed 
the entertainment committee arranging the affair. 
Dancing followed the banquet. 

* 

Centra! Trades Golf Association Opens Season 

The Central Trades Golf Association opened its 1929 
season at the South Hills Country Club, Pittsburgh, on 
Monday, April 22, and had the largest attendance in the 
history of the association. The membership of the asso- 
ciation has gone beyond the recommended number of 
members allowed by the constitution, with the result 
that the meeting which took place in the evening recom- 
mended that the association increase the membership list 
to one hundred. This was done. 


Definite arrangements have been made for the Tri- 
State Golf Tournament at Cambridge Springs, and it will 
he held Monday, June 3. All members of the Cleveland 
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This advertisement which ap- ) 
peared in the March 30th is- 
sue of The Saturday Evening 
Post and in the May issue of 
Good Housekeeping is one of 


















a series in color designed to ee 
sell Monel Metal for the mod- toe 
| eee | 


ern home to nearly five mil- ~ ? 
lion families every th. Fett tars WEHMING HMARUOUWARE 
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Thes advertisement apprars in the foliowime publications 


Ihe Saturday | venmg Post, March Cnwd Housckeen 
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Here is opportunity knocking at your door. By offering to supply Monel 
Metal sinks, drainboards, table tops, range hoods, etc. to the families in your 
locality, you can cash in on Monel Metal national advertising. We have 
prepared literature which outlines a complete plan of cooperation with 
plumbers and sheet metal contractors. Take the first step toward bigger profits 
by writing for this literature today! 


Mone! Meta! is a technically controlled Nickel-Copper alloy of high Nickel content. |! 
and marketed solely by The International Nicke! Company, Inc. The name ‘Mone! Metal’ is @ registered 





t is mined, amelted, refined, rolled 
trace mark 








ONE , 
ati THE INTERNATIONAL NICKEL COMPANY, INC., 67 WALL STREET, NEW YORK, N. Y. 


Mention Domestic ENGINEERING when writing advertisers. 
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and Buffalo association are requested to put this date 
Wa GY aside, and go to Cambridge Saturday and Sunday, June 
1 and 2. The Pittsburgh association is planning to turn 
out in good shape, and would like to meet as many mem- 
° bers of the other two associations as can find it possible 
The scores for the day’s play at South Hills Country 
Club were as follows: 
Gross Hdep. Net 
I NN, Dice on pe te tek kd hneeeee 97 35 62 
eer er ee ee 110 35 75 
ES re re er ee 80 3 77 
wit SOO. BEMGREEUOR cece cccc es serestesevcectes 108 30 78 
it Re et eee ee ee 90 12 78 
peabea al r BR. PRYRMO WetteteIm ...ccevccvecesssccses 114 35 79 
At it} BE Ee eae ee ee eee Pee Ee 93 14 79 
: \\\ Se oer rreer ere Cera rT Tier. 114 35 79 
ATO LE EE EET LE ee TOE 92 12 80 
N/ ® 74 NAT 
pac. ETAPHRAM EI OE EE AE ee ee 96 16 80) 
AM > ee IE ¢ isn's bee Og 605 6666S 806600 KOS 115 35 80 
METAPHE AEE Cees ea rr 116 35 81 
, EE i eee rueed 116 35 81 
Pe DE ban 6 ben nen we 4400606468 R Oe 8s 117 35 82 
TEE ee Ae eI mee 100 17 3 
a ra li a ge ea 118 35 3 
RE a oe eee i ede ol eae 119 35 84 
i a os aad Sits Sa Sal he el 109 25 84 
SPT ere TTT TS Peer. Te eT ee 119 35 84 
OOO Sr 120 35 85 
I ee ee Er ee ee 112 25 7 
Two new bulletins describing Metaphram ge pote (adeateth +2086 be te een“ — ; 35 oe 
— eer = memmnaas i Eh BOOED Si vvcceecesewresesresientsense ues 8s 
Damper Regulators have been prepared for En, ccc cauetasseedenssoabe 109 20 89 
distribution to the trade. Te SD ov cunescenensteseeewe sede 119 3 89 
Bul in LP-I¢ ;cribes M I Pe Ce wae cage ae eeEe SeWeR ated 109 20 89 
ulletin LP-100 describes Metaphram Dam- ok. amar ie i 
per Regulators for low pressure boilers— I | ucdocvedscveesusl 35 91 
steam, vapor or vacuum. TE a is in i i be os oe 112 20 92 
, . ° 6cEes PTET Tee 104 12 2 
Bulletin F-100 describes the Type ’ Meta- James McKissock .............++-seee>- 119 25 94 
phram Damper Regulator for hot water boil- ee eee 130 35 95 
ers and domestic water heaters. SE OE ET Guest 104 
A . : P eer eee ee eee Guest 130 
Heating contractors desirous of furnishing W. H. Kirchintomer .................0-000 Guest 111 
the most sensitive damper control ERIE Re errr sre re Guest 120 
‘ il is possible to secure on boilers of i eS | PST TORTT Tre T LETTE 158 35 123 
their installation will be interested E. =. PE Te ree Picked up 
| in the information contained in Prize winners for the day were as follows: David 
these bulletins. Smythe won the silver loving cup, with a 62, which was 
' New features of construction the lowest score ever to win the association’s Cup. The 
are shown that increase sen- Duffer’s Cup was won by E. M. DeWalt. The winners 
sitivity; reduce friction and : 
Dattenes Quotes of eliminate binding in the lever | | 
Heat R lati d gf > > ; ; © 2g 
aot Rape ond movement, permitting a freer | 
Metaphram Dampers, transmission of power devel- | 
Metaphram Motors, ° 
industrial Therme- oped by the Metaphram units | 
i ae to operation of draft and check | 
lator for high pressure ‘ re 
boilers, Metaphram dampe Se 
D laters for _ . . 
demain anaes wager, Copies of either or both of 
Solan aden inane these bulletins will be mailed 
phram Furnace . _ : f 
Regulators. | on request, Just check and 
sign the coupon. 


hnAonnonnannna 
METAPHRAM 
HUnHHNNUBU NY 








NATIONAL REGULATOR CO. 
2317 Knox Avenue Chicago, Ill. 











r 
| To 3 G Hamilton, Robert T 4 W. 

NATIONAL REGULATOR CO., 2317 Knox Ave., Chi , a ee a oe ee Ee 
| nite S887 Rass Ave., Citsage 7 Bottom row: Roy Brauer, Norman Blackmore, K. E. Kahley 
| Send us © Bulletin LP-100; © Bulletin F-100. and Leo Potvin. Photos taken at the meet of the Central 
| 7 Trades Golf Association 

i 
| Name nee inaenadeaiieaninie | | | ° , 
| 1 | of each foursome received six balls a piece, and were as 
| Address | | follows: F. A. Vance, W. S. Appleby, George Hamil- 
| | ton, Gene Stitt, Mr. Weber, R. Payne Wettstein, A. A. 
. Tow State. . ° 

OA EAA ALLEL AON AILS AD Ast CR RRO | Schley, Robert Tener, David Foran. 
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Dealer Franchises now being considered 


ITH a background of forty years’ experience in producing oil burning 
We peceteants and a record of aa marketing them at a profit for ‘ 
both ourselves and our dealers, we now announce, an entirely new P 
and remarkable oil burner. 


Mechanically Perfected 


Mechanical details are out of place in this brief announcement. It 
should suffice, we believe, to state that this burner has but one moving 
part—and that it reaches a mechanical simplicity far in advance of any- 
thing in the industry. 


Ample resources have made possible unlimited experimenting and 
testing. Our engineering laboratories are recognized as the best equipped 
in the oil combustion field. We have taken plenty of time and this new 
burner is a perfected product. 


A Profit Maker with Unusual Selling Features 


Our effort has been to produce a burner with new and unusual ap 
to home owners, and a profit maker for the dealer as well as ten 
No skimping of materials—no cutting of corners, but with this always 
before us—to produce a burner which will give fine performance to 
users and a profit to dealers. 


This we have done. 


at eee thi geiigrismaenyy with sere. burnes <3? tie 
; : 


These are the things of which poet are made. 
A broad statement? 


Yes! We make it with full appreciation of its obligation on us—to prove 
it to you. This we are ready to do. 


P+ + 444 4 4444441441414 HDDS Se es ss SS Se 4 


If a new burner, mechanically right, with remarkable 
selling features, and backed by a company accustomed 
to marketing in a big way, appeals to you, we want to 
hear from you. Dealer franchises are now being con- 
sidered. The proof of our statements is ready. If you 
want to consider them, wire, write, or use the coupon 
below. Immediate action may hold the opportunity of 
materially speeding up your business success. 


O1L BURNER DIVISION 
PERFECTION STOVE CO, 
7600 Platt Ave., Cleveland, Ohio 


er 


Send me complete information 
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THE PERFECTION STOVECOMPANY { “’” 
Oil Burner Division Address 
Cleveland, Ohio . 
, City State 
_ D.E.101 
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INAIL 
is not... just another 
AIR VALVE 


Features Found Only in the 
IN-AIRID 
Complete Venting 


All working parts located within the radiator—air traps 
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entirely eliminated—insured full efficiency for the radiator. 


Cannot Be Stolen 


Can't be tampered with or turned upside down to prevent 





O peration. 


Entirely Invistble 


Completely concealed—adds to the appearance of the radiator. 


The In-Airid is not just another air valve. It is designed to meet a 
new problem which has arisen with the recent standardization on 
water-for-steam radiation. When this new radiation is used on one- 
pipe steam there is a tendency for the steam to short circuit across 
the top openings and close the air valve before all of the air has 
been vented. This traps a quantity of air which considerably reduces 
the heat output of the radiator. 





The In-Airid is the only successful solution to this problem. Pro- 
tect yourself against complaints and embarassment by using them 
on all of your one-pipe steam jobs. 

















IN-AIRID No. 1 for Steam 
IN-AIRID No. 2 for Vacuum 


For replacement work on old-style steam radiation use the 


FAMOUS AIRID No. 500 or VAC-AIRID No. 510. 


MERICAN RADIATOR COMPANY 


Makers of a complete line of QUALITY Heating Accessories 


AIRID AND VAC-AIRID AIR VALVES * ARCO PACKLESS VALVES FOR STEAM, WATER OR VACUUM 
MERCOID CONTROLS +* ARCO DAMPER REGULATORS *« ARCO TANK REGULATORS 
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Heating and Ventilating Golfers Hold First Meet 

A northeast gale, accompanied by a cold rain, 
to dampen the ardor of the members of the Heating and 
Ventilating Golf Assn. of Philadelphia on Wednesday, 
April 17. The Pine Valley Country Club at Clementon, 
N. J., spoken of as the stiffest course in the country 
to negotiate, was the course for the day with Thomas 
Cooper as host. With the weather at its best, the sea- 
soned golfer finds this course more than enough, but 
with all the indifferent weather and course handicaps, 
the members who braved the elements turned in some re- 
markably good scores 

Joseph Luke won his second leg on the H. J. Carr 
Trophy Cup with a gross 90. John S. Hemphill, Jr., 
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Left to right: Thomas M. Kellogg, Bishop & Babcock Sales 
Co., New York City; John K. Law, president, Eastern Trade 
Golf Association; J. B. Garfield, captain, Eastern Trade Golf 
Association, Photos taken at a recent meet of the association 
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won first prize and four golf balls in the morning round. 
Second prize and three balls went to Joseph Luke. Two 
halls and third prize went to Thomas Cooper. C. F. 
Thompson also got two balls for fourth prize. J. Young 
came in with the fifth prize and one ball. 

In the afternoon round President C. J. Williams cap- 
tured first prize and four balls. Don Smith got three 
halls for second prize. Third and fourth prize of two 
balls each went to Lee Nusbaum and W. G. Robelen 
respectively. K. S. Jacobsen got one ball for fifth prize. 

At the dinner in the evening it was decided to hold 
the second meet May 15 at Llanerch Country Club, 
place of the Concord Golf Club. William and George 
Hughes will be the hosts of this meet. The Spring 
Haven Country Club was substituted for Concord for 
the June 19 meet also. 


The scores follow: 

Morning Round Afternoon Round 
(;ross Hep. Net (;7ross Hep. Net 
Beem, COP 2cckccccce SS D 9% 104 D 99 
J. S. Hemphill........ 97 10 S7 YY 10 so 
M. F. Blankin... >a 104 S 96 L102 x 94 
( KF. Thompson eee) > 1% 94 119 1s 101 
K. S. Jacobsen... oe 14 10] 27 14 113 
o. BORO sss errr 12 G4) 10] 12 89 
Lee Nusbaum ......... 116 15 101 116 15 101 
W. G. Robelen... ; Ze 17 106 122 17 105 

Wm. Hughes teekae 0 105 

Geo, Hughes ...... 143 30 113 
J. Young 122 27 WS Sg a 
ee Nid gw ho Or - — eae 121 20 101 
es, Ba SPORE... - 05s 0c 120 10 116 aay — 
a oe fl! Pa as _ can 111 12 99 
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Alberen 2" » SR, Mee a THe a 
Soapstone — Yonoe 
Laundry Trays 


Alberene Stone Co., 153 W. 23rd St., New York City 
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Automatic 
All Metal 


SYPHON AIR VALVES 


The Dole Valve Company, 1913-33 Carroll Ave., Chicago 


Non- Adjustable 
Thermostatic 
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O-B Brass Valves 


are made in the following styles 


Flexitite Disc Gate Valves 
125 lb. Standard, Non-Rising Stem, No. 20 
125 Ib. Standard Rising Ste m, No. 21 
100 Ib. Light Standard, Ne. 25 
Radiator Valves 
Flexitite Disc Gate, No. 50 
Steam, No. 30 
Hot Water, No. 40 
Union Elbows, No. 45 
Globe, Angle and Check Valves—Renewable 
Brass Disc 6-B Disc 
150 lb. Standard ia No. 10 
125 lb. Standard No. ] No. 15 
Competition ...No, 2 No. 3 
Lock and Shield No. 5 


Ohig, srass Co. 


Mansfield, Ohio a 





Flexitite Disc 
Gate Valve 
Patented 

























— 


Most Complete Line Made 


fp sen pra : Regulators 
for Hot Water Heaters; also 
scald proof Mixing Valves for 
individual showers, group 
showers, baby baths, etc. 


Write for Bulletin 


2716 Greenview Ave., CHICAGO 
Offices in 36 Cities 
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This Crane Corwith Sink, C 
19170-S is madein both regular 
and stainless enameled iron. 


Crane Corwith Lavatory, C 
220 M3 of twice fired vitreous 
china 


Crane Corwith Bath, C 3284 
may be had inenamelediron,or 
solid porcelain. 






























Are you cashing in on the greatest 
merchandising force today 


Askany astute business man what the great- 
est force in merchandising is today —he 
will reply style. 

Ask of Crane Co. which pieces among its 
vast line of plumbing fixtures are most in 
demand—they will reply the Corwith. 


And with reason. The receding planes that 
distinguish this family of fixtures express 
the mode in art. You need only study the 


CRAN 


latest architecture, the newest paintings, the 
modern textiles to know that the Corwith 
is Style. 


So it is that Crane Co. places in the hands 
of plumbing contractors the most powerful 
merchandising agent available. The style 
of the Cor with. Displayed properly, pushed 
aggressively it will become the greatest 
selling force at their disposal. 





GENERAL OFFICES: CRANE BUILDING, 836 S. MICHIGAN AVENUE, CHICAGO 
NEW YORK OFFICE: 23 W. 44TH STREET 


Branches and Sales Offices in One Hundred and Eighty Cities 











Mention Domestic ENGINEERING when writing advertisers. 


May 4, 1929 























May 4, 1929 


Industry to Hold Trade Practice 
Conference 


(Continued from page 88) 


services or privileges not extended to all purchasers under 
like terms and conditions, is an unfair trade practice. 
Rule 7—Price Discrimination (Split Shipments) 

The acceptance of orders for large quantities of plumb- 
ing and heating goods by manufacturers or wholesalers, 
except for a specific building operation, and then making 
small deliveries at the quantity price, is an unfair trade 
practice. 

Rule 8—Price Discrimination (Cartage) 

As cartage charges are necessarily reflected in price 
and as the variable practice on the part of sellers of re- 
quiring purchasers in some instances to pay such charges 
and in other instances of assuming such charges, causes 
unfair discrimination, the failure of manufacturers and/or 
wholesalers of plumbing and heating products to require 
the purchaser to pay the published charge for cartage is 
an unfair trade practice. 


Rule 9—Lwump Sum Bidding 

Quoting a total price on any schedule of plumbing and 
heating material which does not show unit prices, gen- 
erally conceals confidential preferentials and results in 
many instances in the substitution of material of inferior 
quality, grade, style or size, which is detrimental to the 
interests of the public and the industry, and any addition 
or deduction on any other basis than the unit price shown, 
is an unfair trade practice. 


Rule 10—Price Discrimination (Building Operations) 
The quoting of lower prices by manufacturers for a 
specific building operation than on the same type, quan- 
tity, quality and size of products for a wholesaler’s stock, 
or for stock for their wholesale division, is an unfair 
trade practice. . 


Rule 11—Repudiation of Contracts 

Contracts, either written or oral, are business obliga- 
tions which should be performed in letter and in spirit. 
The repudiation of contracts by sellers on a rising mar- 
ket, or by buyers on a declining market is equally repre- 
hensible. Such action shatters confidence, induces violent 
fluctuations in price, destroys stability in business opera- 
tions to the consequent injury of the industry as well as 
the general public, and is an unfair trade practice. Con- 
tracts should be subject to no cancellation except for 
legal cause or by mutual consent. 


Rule 12—Selling Below Cost 
Selling plumbing and heating products below cost for 
the purpose of injuring a competitor and with the effect 
of lessening competition, is an unfair trade practice. 


Rule 13—Business at a Profit 

WHEREAS, the purchasers of plumbing and heating 
products are entitled to a fair price, adequate service and 
products of good quality, and 

WHEREAS, manufacturers and wholesalers of plumb- 
ing and heating products are entitled to a reasonable net 
profit in addition to their production or purchase cost 
plus a reasonable amount for overhead, therefore be it 

RESOLVED, that salesmen should be encouraged to 
explain diligently and carefully the merits of their par- 
ticular lines. 


.’* 


Rule 14—Anti-Dumping 
Shipping considerable quantities of surplus stock of 
plumbing and heating products into territories outside 
sellers’ particular markets, and selling such stock at 
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You'll find this 
red tag on every 
Genuine Barnes 





aoe 
YEARS¢ 


HERE are some disadvantages in 

- being a “specialist.” And as ‘Pipe 
Cutter Specialists” we appreciate our dis- 
advantage in not being able to offer the 
Trade a full line of tools for plumbers and gas 
fitters. However, it has been our policy to 
concentrate on this one endeavor to produce 
consistently year in and year out a complete 
line of Genuine Barnes Three Wheel Pipe 
Cutters, that will give the Trade the best we 
have—eminently satisfactory -pipe cutters. 


This policy has not been disappointing. 


The fact that “Specialists” in any voca- 
tion are recognized as most dependable, no 
doubt has contributed to the continued 
demand for Genuine Barnes. 


The Genuine Barnes comes in eight sizes 
to cut any pipe up to twelve inches. Car- 
ried by leading supply dealers everywhere. 


The Barnes Tool Company, Inc. 
Creators of the Genuine Three-Wheel Barnes 


New Haven 7 4 7 Conn. 


Fa 
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prices below existing prices in such territories, is an un- 
fair trade practice. 


Rule 15—Contracts (Post-Dated and Pre-Dated) 

Post-dating or pre-dating a contract or making a con- 
tract without authorization and definite commitment at 
the time it is made, by both parties thereto, is an unfair 
trade practice. 

Rule 16—Quotations 

When wholesalers quote prices on products for a spe- 
cific building operation and include a clause which pro- 
vides for the acceptance of such prices within a specified 
time, allowing the quotation to remain in effect after the 
date of acceptance without making a fair and equitable 
adjustment in prices in the event of a general decline or 
general advance of the market, is an unfair trade practice. 

Note: It is recommended that manufacturers in each 
branch of the industry, also wholesalers, should adopt, 
in co-operation with buyers and architects, a standard 
form of quotation which will avoid ambiguity, prevent 
misunderstandings and thoroughly protect the rights of 
both buyers and sellers. 


Rale 17 
WHEREAS, the indiscriminate granting of credit usu- 
ally results in large credit losses which are an economic 


Exchange of Credit Information 


waste, and 

WHEREAS, such credit losses are included in the over- 
head and reflected in the selling prices, thereby placing 
an unfair burden upon those buyers who pay their bills 
when due, therefore, be it 

RESOLVED, that manufacturers and wholesalers of 
plumbing and heating products, respectively, be encour- 
aged to form credit bureaus and in a confidential and 
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lawful manner, exchange information regarding those cus- 
tomers who owe accounts past due. 


Rule 18 

WHEREAS, there has grown up in certain communities 

the practice of manufacturers and wholesalers accepting 

in payment for plumbing and heating products securities 

such as mortgages, bonds, stocks, etc., which invariably 

decrease in value and in many instances become prac- 
tically worthless, therefore, be it 





Acceptance of Securities 


RESOLVED, that the practice of accepting such securi- 
ties except at current marketable cash value in payment 
for plumbing and heating products, is condemned as being 
an unfair trade practice. 

So far about 50 industries have held conferences. 
Among those in the building field which have done 
so are: mill work, flat glass, gypsum, face brick, re- 
inforcing steel for concrete and paint and varnish. 
Besides plumbing and heating, application has also 
been made by the building stone industry. 

The rules to be submitted at the meeting apply to 
unfair trade practices of both manufacturers and 
wholesalers. It is predicted, by many students of the 
question, that manufacturers in several branches 
of the plumbing and heating industry will individ- 
ually petition for a conference and adopt rules ap- 
plicable to their respective businesses. ‘The range 
boiler manufacturers have already applied for such a 
conference. 

The feeling has also been expressed that if this 
conference brings beneficial results to the manufac- 
turing and wholesaling divisions, the contracting 
branch of the industry will consider the advisability 











Bronze Fittings 








Kennedy 





made of the same high 
gerade metal as used in 
Kennedy Bronze 
Valves. Every fitting 
individually tested by air 
pressure under water. 
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Tue KENNEDY VALVE 
Mpc. Co. Exsama. NX 






V New York Philadelphia Cleveland Atlanta © 
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ANOTHER BEAUTIFUL HOME 
. T/N INSTALLED 
Residence of Mr. Hovt EF. Haves. 
Cleveland Heights, Cleveland, Ohio 
Vr. Maxwell A. Norcross, Architect 






J. L. Croft & Co., Plumbing Contrs. 


The Kennedy C'o., Jobbers 





MODERN LINES of the T/N spell 
PROFITS 


A 

make profits. And profit is what 
plumbing contractors the country 
over have found in T/N One Piece 
Water Closet installations. 














DisplayaT/N in yourshowroom under 

ope rating conditions. and it stops peo- 
ple in their tracks. They’ ve never seen 

anything quite like it before. “What 

does it cost?” they ask. When told its 

moderate price they order it. 

Then T/N buckles down to the job of 
making satisfied customers. Its quiet- 
ness... positive-flushing action... 

and the fact that it can’t overflow... 

make users recommend it to their 
friends. 

Plumbers themselves like T/N because 

everything, even the seat, comes pack- 
ed in one crate. They like it because 

two connections install it. 

















Get in on this profitable _ 
: (ees F 
item. Let us send you the |Qywemol 
name of nearest jobber. 





Patented, Pat. Pend, 


W. A. CASE & SON MFG. CO. 
Established 1853 
Dept. 505, 220 Delaware Ave., Buffalo, N. Y. 


ONE PIECE WN WATER CLOSET 
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Kasy to Oil 
Full Chip Clearance 
Handy to Carry 


O other small ratchet die-stock has these 
three features of the new Oster Chip Chaser. 


The five die heads, "to %", are built to let the 
J. chips fall out away from the dies and to make the 
job of oiling simple and easy. That’s why you'll 


get a cleaner, more accurate thread every time. 


And the self-contained kit is the handiest thing 
you ever saw for carrying the dies to the job. 
Compact, it takes up a minimum amount of 
space, yet it’s so constructed that the die heads 
can’t fall out. You'll want the Chip Chaser for 
this feature alone. 


You'll find the Chip Chaser at practically all 
leading jobbers. Or send us your order — 
$13.33 complete, f. o. b. Cleveland — together 
with your jobber’s name, and we'll send you a 
Chip Chaser the day your order is received. 


THE OSTER MANUFACTURING COMPANY 
2069 EAST 615T PLACE CLEVELAND, OHIO 
Offices in New York, Philadelphia, Chicago, Boston, Los Angeles 


Manufacturers of the most complete line 
of pipe threading tools in the world 














And don’t forget that 
the Chip Chaser is the 
easiest to oil and has 
more chip clearance 
than any other small 
ratchet die stock built. 
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of a conference. Exponents of this theory point out 
that the instability of the manufacturers’ and whole- 
salers’ markets has resulted in instability in the con- 
tracting branch of the industry. They explain that 
the contractor has been forced to guess at the rock 
bottom price on a large building operation, and that 
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if his guess is wrong he is forced to absorb a large 
loss in the event that he cannot get permission to 
substitute cheaper materials. 

sriefly, the purpose of the conference is to elim- 
inate the unfair trade practices that have been sap- 
ping the net profits of the industry. 


Annouce Pipe and Supplies Convention Program 


LANS have been completed for the twentieth an- 

nual convention of the National Pipe and Supplies 

Association, to be held in Pittsburgh, May 13, 14 
and 15, with headquarters at the William Penn Hotel. 
The local committee, of which William B. Bryar is gen- 
eral chairman, has been making its preparations for the 
convention, and everything will be in order by the time 
delegates arrive for the meeting. 

On Wednesday, May 15, the first trade practice con- 
ference of the p!umbing and heating industry is to be 
held at the same hotel, and further details of the confer- 
ence are being published on Page 87 of this issue. 

Below is the complete final program for the National 
Pipe and Supplies Association convention: 


TUESDAY, MAY 14 
(Directors on Platform) 
General Theme: ‘‘Know Your Costs—Then 
Merchandise’”’ 
:30 a.m.—Group singing. 


=) 





9:40 a.m.—Meeting called to order by Vice President 
Harvey. 

9:45 a.m.—Welcome to Pittsburgh, by William B. Bryar. 

9:50 a.m.—Introduction of president. 

9:55 a.m.—Appointment of committees. 

10:00 a.m.—President Hanson takes the chair. 

10:05 a.m.—Steel Pipe—C. F. Cruciger, general sales 


manager, Spang Chalfant Co. 

10:15 a.m.—Iron Pipe—H. F. Mattern, general sales 
manager, Reading Iron Co. 

10:30 a.m.—Enameled Ware—Robert E. Sargent, gen- 
eral sales manager, Standard Sanitary 
Mfg. Co. 

10:45 a.m.——Plumbers’ Brass Goods—Harry Speakman, 
Speakman Co. 

11:00 a.m.—Valves—William H. Utz, general manager 
sales, Jenkins Brothers. 

11:15 a.m.—Fittings—Herbert W. Seymour, géneral 
sales manager, Crane Co. 

11:30 a.m.—Pottery—A. M. Maddock, Thos. Maddocks’ 
Sons Co. 

11:45 a.m.—Boilers and Radiation—W. M. Cosgrove, 
vice president, American Radiator Co. 

12:00 m. —Soil Pipe—William M. Byrd, Jr., vice presi- 
dent and general sales manager, Alabama 
Pipe Co. 


Adjournment. 
1:45 p.m.—Meeting called to order. 
1:50 p.m.—Our departed members. 
:55 p.m.—Reception of new members—L. M. O'Neil, 

chairman, membership committee. 

2:05 p.m.—President’s annual address and report. 

2:20 p.m.—Report of secretary, by ‘Bud’ Kennedy 
Hanson. 

2:35 p.m.—Report of pipe committee, by H. Willoughby, 
chairman. 

2:45 p.m.—tThe pipe situation. (Open forum.) 


—_ 
~ 
or 


3:30 p.m.—Report of fittings committee, by M. W. Den- 
nison, chairman. 
3:40 p.m.—Discussion. 
4:00 p.m.—‘‘Co-operation With Your Customers,’ by 
N. J. Kennedy, business manager, Detroit 
Association of Sanitary and Heating Con- 
tractors. 
4:40 p.m.—Discussion. 
9:00 p.m.—Report of nominating committee. 
Report of resolutions committee. 
Report of auditing committee. 
5:10 p.m.—Installation of officers. 
Adjournment. 
WEDNESDAY, MAY 15 

Wednesday will be devoted entirely to the Trade Prac- 
tice Conference under the auspices of the Federal Trade 
Commission, and will be conducted by Commissioner 
Charles H. March, assisted by Hon. M. Markham Flan- 
nery. 

ENTERTAINMENT PROGRAM (MEN) 

Monday, May 13—-Entire day will be spent at the Field 
Club playing golf, where luncheon and dinner will be 
served with an entertainment program in the evening. 

Tuesday, May 14——-All members are invited to attend 
the smoker, which will be held at the Elks’ Club, starting 
at 8:30. 

ENTERTAINMENT PROGRAM (WOMEN) 

Monday, May 13—-Dinner and theater party. 

Tuesday, May 14—-Luncheon at Longview Country 
Club; golf and cards. 

Wednesday, May 15——Trip through Heinz plant and 
sightseeing trip. 

All members and guests planning to come to the Na- 
tional Pipe and Supplies convention and to attend the 
Trade Practice Conference are requested to buy a one- 
way ticket to Pittsburgh, and ask for the certificate plan, 
which will entitle them to one-half fare return ticket. 


* 
John J. Ryan Called by Death 


John James Ryan, president and founder of J. J. Ryan 
& Co., manufacturers of plumbers’ brass goods, Chicago, 
died on Wednesday, April 17, at Los Angeles, Calif., 
where he had gone for his health. Mr. Ryan was born 
in Chicago in 1854 and received his education at St. 
Patrick’s Academy on the west side in that city. He 
began his business life as an errand boy in an insurance 
office and had several other jobs before he became estab- 
lished in the brass foundry business at the age of twen- 
ty-five. At first the business was known under the firm 
name of John J. Hayes & John J. Ryan, but it has now 
for many years been conducted under the name of J. 
J. Ryan & Co. Mr. Ryan took a great interest in asso- 
ciation affairs as a member of the Central Supply Asso- 
ciation, and he was at one time president of the Na- 
tional Committee of the Confederated Supply Associa- 
tions. 
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Toilet Seat 


1c 

















should be made of STEEL 


Ana it would be if practical disadvantages 
didn’t make steel out of the question, for only a seat of 
sheer unbreakable strength can stand the unbelievably 
careless treatment of the public. 

Whale-bone-ite is such a seat. Though it costs no more 
than the cheapest composition closet seat made, its un- 
breakable construction—guaranteed for the life of the 
building—immediately ends all replacement expense. 

Its handsome polished Whale-bone-ite surface will 
last a life-time. It is easy to clean and non-inflammable. 
Its hinge also is covered with Whale-bone-ite, giving 
it the same strong, polished surface as the seat, and 
making it non-corrosive. 


Its use is spre ading to the guest bathrooms of fine 





THE WHALE-BONE-ITE Seat and Hinge form an unbreakable unit. 
The Seat is molded around a laminated core of alternating-grain 
layers of hardwood, making it proof against warping, cracking and 
splitting. The die-cast hinge is molded integral with the seat. 


hotels. Many new apartment houses are equipping all 
toilets with it. 


Send for free cross-section 
— see its strength yourself 


Figures show that on the average ordinary seats have 
to be replaced about every three years. If you want to 
end this needless expense, just as it already has been 
ended in more than a million public toilets in modern 
and remodelled buildings, simply install Whale-bone- 
ite Seats as fast as other seats wear out. Not only will 
the replacement expense end, but the toilets will be 
cleaner as Whale-bone-ite is easier to keep clean. With- 
out obligation send for a free Whale-bone-ite cross- 
section. Simply address Dept. F-3, Seat Division, 
The Brunswick-Balke-Collender Co., 623 South Wab- 
ash Avenue, Chicago. 


THE BRUNSWICK-BALKE-COLLENDER CO. + Chicago 


Atlanta Chicago Detroit Memphis New York Seattle 
Birmingham Cincinnati El Paso Minneapolis Philadelphia St. Louis 
Boston Cleveland Harrisburg Nashville Pittsburgh Tampa 
Buffalo Dallas Houston Newark Richmond Washington 
Charlotte Denver Kansas City New Haven San Antonio Montreal 
Chattanooga Des —_- Los Angeles New Orleans San Francisco Ottawa 

I oronto Havana 





‘ Baunswicn) 
WHALE-BONE-ITE 


TOULET SEATS 
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~ Personal Mention 


A. P. Ketsker, formerly manager of the Brussels, 
selgium, branch of Crane Co., was recently made man- 
ager of the Savannah, Ga., branch of that company to 
succeed Horace E. WALTERS, who has been made man- 
ager of the New Orleans branch. Mr. Keisker has been 
connected with the Crane organization for over twenty 
years. After serving in the war, he was demobilized in 
1919. He then went to Paris, France, and, with several 
other men, helped open the Paris office of the company. 
He stayed in Paris until 1922, when he was made man- 
ager of the Brussels branch. 

HARRY CLARK, manager of the New York branch of 
Kohler Co., Kohler, Wis., suffered a general breakdown 
several weeks ago. Mr. Clark has planned a trip as soon 
as he is well enough to travel and expects to be back in 
his office by the end of May. 

RoserT D. BLack, advertising manager, and W. A. 
Rowe, production manager of the Black & Decker Mfg. 
Co., Towson, Md., recently returned from a trip to 
Furope, where they visited the company’s plant at 
Slough, 
Fair. 

W. T. Morcan, formerly of Gould Pumps, Inc., has 
heen made manager of the engineering service for the 
Chicago Pump Co., Chicago, in its New York office. 

WILLIAM G. BREwTON has been 
made sales and advertising man- 
ager of Standard Tank and Seat 
Co., Camden, N. J. Mr. 


ton, for some years, was 





srew- 
con- 
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sucks, England, and exhibited at the Leipsig | 





nected with the C. A. Miller Co., | 
Sturgis, Mich., and the Knott | 


Mfg. Co., Tell City, Ind. More 

recently he was identified with 

the advertising staff of The 

Plumbers’ and Heating Con- 
tractors’ Trade Journal Pub- | 
William G. Brewton — lishing Co. | 
Martin A. BRENNAN, 116) 


Warren street, Brighton, Mass., has been made sales 
representative for the Sanitary Company of America. 
Mr. Brennan covers the New England States for this 
concern in conjunction with his other lines. ” 

J. F. Wuire has been made a sales representative of 
the Woodward-Wanger Co., Philadelphia, Pa. Mr. 
White has been assigned the southern New Jersey ter- 
ritory. 

Atan A. MILLER, formerly connected with Hajoca 
Corp., has become associated with Tomlinson Co., Inc., 
Philadelphia, Pa. Mr. Miller has been made manager 
of the heating department. 

CHARLES MUEND, manager of the brass plant of the 
Hajoca Corp., Philadelphia, Pa., is making a trip 
South, visiting all of the Hajoca Southern branches 
and holding meetings of the salesmen to discuss the 
line of brass goods. 

H. Artten Faust, Philadelphia, Pa., in addition to 
representing the Bridgeport Brass Co., brass pipe divi- 
sion, has recently acquired representation of the Bel- 
knap Mfg. Co., Bridgeport, Conn. Mr. Faust will sell 
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THE 
“SUPERIOR” 
—~ a shower head 
without spray holes! 





»>*° 
»* 


Patent Applied For 
CUTAWAY VIEW 


The “SUPERIOR” Head has a 
chamfered disc with a knurled 
edge, instead of the usual drilled 
spray holes. 





NOTE THESE FEATURES— 


Uses 50% less water. 

Works on lower pressure. 

Gives an even spray. 

Has no holes to clog. 

Is easier to clean. 

Made in 47 designs and finishes. 





Send for illustrated booklet 
and prices— 
Mention your Jobber’s name. 


Milwaukee Flush Valve Company 


MILWAUKEE, 
U. S. A. 
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Tub and Shower 
Combinations 


EAUTY never had its birth 
in short-sighted economy. 
The Central tradition has always 
meant adherence to one purpose— 
the production of fine plumbing 
fixtures which are offered to that 
market where quality counts— 
and this always without excessive 
cost. 


The Overim Tub and Shower 
Combination pictured here is typ- 
ical of many excellent Central 
numbers. 


The complete Central line— 
“=U — 4 bath, lavatory, and sink fixtures— 
ae i is now available in that lustrous, 

. gat oe a lasting finish now in popular favor 
—Crometal. 


See the Crometal Line 
at your Wholesaler’s 


Figure 1820 
Crometal Overim Tub and Shower 
Combination. All exposed _ brass 
Crome plated. Other optional finishes on 


Central fixtures are nickel plated, and 


| : Latent oe fe ' zi Si ahaa : 
. white, black, or colored china. 
PAT, PENOG 
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the products of this concern in New Jersey, from Tren- 
ton south to Atlantic City; in Pennsylvania from Phila- 
delphia north to Wilkes-Barre and west to Altoona. He 
also has the territory comprised by Delaware, Maryland 
and the District of Columbia. 


J. H. SweEaRINGEN, formerly supervisor of sales in 
the Chicago office of Kohler Co. resigned his position 
with that company on April 20. Mr. Swearingen is now 
with the jobbing division of the Chicago branch of 
Standard Sanitary Mfg. Co. 


HARRY CHAFFEE has been appointed Pacific Coast 
representative for the Chicago Faucet Co., Chicago, and 
will maintain headquarters at 534 Citizens’ National 
Bank building, Los Angeles, Calif. 

W. M. AcKER was recently appointed by the Scott 
Valve Mfg. Co., Detroit, Mich., as Eastern Ohio dis- 
trict manager. Mr. Acker is well known to the Ohio 
trade, and, has had an indirect connection with the 
Scott company for the past 15 years. Mr. Acker 
will maintain his office, as he has for the past five 
years, at 432 Old Arcade, Cleveland, Ohio. 

Stuart A. Butts, a like- 
ness of whom appears here- 
with, was recently made 
Western New England rep- 
resentative of the EverHot 
Heater Sales Co., Detroit, 
Mich., and will maintain 
headquarters at 435 Farm- 
ington avenue, Hartford, 
Conn. Mr. Butts has been 
connected with the company 
for the past two years in the 
Providence, R. I., territory. 

: IRwIN WIEsE, for the past 
Stuart A. Butts year in charge of the en- 
gineering bureau of the 
Heating and Piping Contractors Milwaukee Association, 
resigned, effective May 1, to become affiliated with the 
sales department of the National Radiator Corp. In 
his new capacity Mr. Wiese will have charge of the 
Wisconsin territory, covering the cities of LaCrosse, 
Janesville, Beloit, Racine, and Kenosha. Mr. Wiese has 
in the past been associated with the Paul E. Mueller Go. 

W. H. MEap, secretary, and H. T. Miner, general 
manager, of Whiting Mead Company, Los Angeles, 
Calif., James M. Bonar, Jr., general manager of the 
Eljer California Company, Los Angeles, Calif., and 
RANK Noa, manager of the California Foundry Com- 
pany, Los Angeles, Calif., who are making a visit to east- 
ern manufacturing centers, spent the week ending April 
20 in Chicago. 

CHARLES Strom, formerly of the Fisk Tire & Rubber 
Co., recently joined the export sales department of the 
Black & Decker Mfg. Co., Towson, Md., and will repre- 
sent the company in foreign markets. 

Joun W. Jounson, author of “Johnson’s Handy Man- 
ual on Plumbing and Heating,” is recovering from the 
results of his serious injuries as rapidly as it can be 
expected under the circumstances. He was run over 
by an automobile at a crossing on 55th street in Chi- 
cago and suffered fractures of his arms and legs as 











OHIO 


Automea 


WATER HEATER 


Many 
Models 
to choose 
from 


15 to 1000 gal. 
capacity 



















O other 

hot water 
heater on the 
market brings 
more satisfied cus- 
tomers. A model 
suitable for every 
job. Write for our 
liberal dealer proposi- 
tion NOW . . . There’s 
opportunity ahead. 
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SELL 


FOR a n al u fp Discount 


THE OHIO HEATER CO. 


Columbus, Ohio, U. S. A. 


We sell through the plumbing trade exclusively 
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One hundred pounds air pressure without a single valve! 
Self priming on 28-ft. suction lift at 1000 ft. elevation! 
Pumps hot water — 175 degrees on suction 


lift of 10 feet or more! 


URKS 


PUM 





on one UMPS part 
A Life-Time of SERVICE” 


Granted these Burks Super Tur- 


are extreme con- bine in the field 
ditions. But such years of unfail- 
pumping ability ing satisfactory 
means much to service; satis- 


factory to owner 
and dealer 
eliminating as it 
does, the trouble- 
some and expensive 
service call. ABusi- 
ness Builder and 
Money Maker for 


you! 


Write for No. 86 
Bulletin with latest 
prices. 


those truly familiar 
with pumping jobs 
in general. What 
therefore may be 
expected of such a 
pump on normal 
Home Water Sup- 
ply jobs? 


alike, 





It is with great 
pride we point to 
the successful per- 
of the 





formance 


DECATUR PUMP COMPANY, Decatur, Illinois 


IMICO UNIONS 














NOTE THE BRASS DISC 


Made of Refined Malleable Iron with Brass 
Seat Inserted in Place by Powerful Pressure 
So That It Cannot Become Detached. 


Approved by Underwriters’ Laboratories. 


ILLINOIS MALLEABLE IRON CO. 
Chicago, IIl. 
Manufacturers Full Line Iron Pipe Fittings 
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well as injuries to his head. After having spent more 
than two months in St. Luke’s Hospital he was recently 
taken to his home, where he, however, will be confined 
to his bed for quite a while. 

P. J. Gi-mMour has associated himself with John M. 
Uhler, 15 Park Row, New York City, manufacturers’ 
agent. Mr. Gilmour, who for the past five 
has been connected with Thatcher Co., 
cover Northern New Jersey, Westchester 
and Staten Island, N. Y. 

WILLIAM E,. Kipp, formerly 
brook, Merrill & Stetson, is connected with I: 
A. Cornely, Inc., of San Francisco, in the capacity 
assistant to the sales manager. When Mr. Kidd 
first joined Holbrook, Merrill & Stetson it was in 
the capacity of stockroom man, then occupying suc 
salesman, country sales- 
man, and finally estimator in the plumbing depart 
ment. 

Joun M. Price has recently been appointed district 
manager in charge of the Chicago territory for the Allen 
Bradley Co., Milwaukee, Wis. He will be in charge of 


selling 
wil] 
County 


vealrs 


associated with Ho! 
now 


_ the Chicago office at 500 North Dearborn street. 


Among Manufacturers 


Form Incinerator Division 
The Josam Mfg. Co., Cleveland, Ohio, and Michigan 
Ind., recently announced the formation of the 


| Josam-Graver Incinerator Division, to manufacture and 
_ market a portable garbage incinerator. Edwin H. Graver, 


| as a separate unit, 


Chocolate 


an engineer with ten years’ experience in the incinerator 
field, will have complete charge of the division, with 


| headquarters in Cleveland. 


Announce Address of New Representative 
New York City, 


The Gorton Heating Corp., recently 


wrote that the address of the A. C. Sigmon Engineering 
& Equipment Co., the former’s new representative in 


Asheville, N. C., is 216 Haywood building. 
Opens Centrifugal Pump School 
The Chicago Pump Co., 2336 Wolfram street, Chi- 
cago, recently started a school of instruction in the manu 
facture and merchandising of electric centrifugal pumps. 
Representatives and representatives’ salesmen tak. 
ing the course, three men having completed it. 


To Make Domestic Oil Burner 


Announcement has been received to the effect that the 
Perfection Stove Co. is marketing, for the first time, a 
new oil burner which is to mark its entry into the field 
of domestic oil heating. 


are 


Buys Property Adjoining Plant 
Petroleum Heat & Power Co., Stamford, Conn.., 
recently merged with the American Nokol 
and which will continue to function 
has announced the acquisition of a 
12-acre plot adjoining its Stamford plant. The new 
purchase was formerly the property of the Stollwerck 
Co., and gives its new owners the advantage 


The 
which was 


Corp., Chicago, Il., 
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| From the Cradle of 
j the Steel Pipe Industry 
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& MADE OF COP-R-LOY, THE COPPER ALLOYED STEEL 
‘4 
; EHIND Cvery industria] develop- 
ment of CONSCquence is a strong 
will that knows NO Obstacles in 
the Pursuit of success. SO it was with 
x Stecl Pipe, first perfected in 18gg under 
¥ the guidance and determination of 
4 Frank j. Hearne. Pioneer steel maker 
‘ of Wheeling. 
yi. Hearne recognized the Age of Stee! 
} Realizing advantages Which steel has 
4 CO contribute to al] Progress, he turned 
f those advantages Into Pipe and attained 
‘3 for all, new standards of cconomy and 
4 service which are today responsibt— - 60 con- ne st is 
i stecl pipe CONSUItit = ni ct - unt, a4 inthis tee 392 eee 
‘| wrought ni- es mer * gation Ipe show aproductionof 2,974,493 
“ — . Vl BFOSS tons (2240 Ibs. per ton) 
a Y- ; ! jnto the b- this is equivalent to 55 poupds 


4 of Steel Pipe for cvervy man 
woman and child in the United 
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“From Mine to Marker”’ 


has become indispensable. into the job. COP-R-LOY Pj pe Subsidiary Companic 
: . . Wheeling Corrugating Compan, 
Produced in many important forms, is new and yet the refined alloy steel Wheeling Can Compan 


. . ° . ‘ ° Pitt Iron Mining ¢ ompany 
COP-R-LOY, the basic Material, has of which it is made has met the test Phe Consolidated Expanded Met, 
*g° . . e ° Companies 
demonstrated unfailing service to in- of time. Write for 3 booklet which Consumers Mining Compan 
Ackermann Manufacturing( ompany 


dustry, agriculture, transportation and will explain the benefits obtainable La Belle I ransportation ( OMpany 
' ° La Belle Coke ¢ ompany 
the home. Known for Cwenty years is from COP-R-LOY Pipe. 
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of 1,200 feet of tidewater frontage, all of which is 
favorable to plans for a fuel oil farm. Initially *his 
branch of the business will be expanded to a capacity of 
15,000,000 gallons of oil. In addition, the manufactur- 
ing floor space will be tripled. 


Obituary 


L. P. Hubbard 


L. P. Hubbard, after a prolonged illness of about 
a year, died on April 1. Mr. Hubbard was connected 
with the firm of W. B. Hubbard & Sons Co., Boston, 
Mass., and is survived by his brother, Frank D., who 
is president of that firm, Wallace R., his wife, one 
son, and his mother. He was in his forty-ninth year. 


Joseph F. McMahon 


Joseph F. McMahon, plumbing contractor. Lowell, 
Mass., died April 23 at his home after a few hours’ 
illness. He was well known throughout the state, 
had served on the board of directors of the Massachu- 
setts State Association of Master Plumbers during 
the past year and had just been reappointed for an- 
other term. 


Michael J. Mooney 
Michael J. Mooney, general manager of the Rich- 
mond, Va., branch of the Noland Co., died suddenly on 
Sunday, April 21, at St. Elizabeth’s Hospital, that city, 
following a brief illness. He had been confined to his 
home about a week before removal to the hospital in the 





May 4, 1929 


hope of saving his life. Funeral services were held on 
Wednesday morning, April 24, from his home, 2114 
Lakeview avenue, with requiem high mass at St. Patrick's 
Church, and burial was made in Mount Calvary Ceme- 
tery. He is survived by his wife, three children, two 
brothers and a sister. 

Mr. Mooney, who was in his 38th year, had been long 
engaged in the wholesale plumbing business in Rich- 
mond. He was formerly president of the McGraw-Yar- 
brough Co., and when this company was acquired by the 
Noland Co., he was made general manager of the Rich 
mond branch. 


John Reichert 


John Reichert, proprietor of the Montauk Plumb- 
ing Supply Co., Bayshore, Long Island, N. Y., suc- 
cumbed recently, after an illness, to an attack of 
spinal meningitis. Mr. Reichert, who was in his 
twenty-sixth year, was first stricken about April 1. 


Leonard G. Paine 
Leonard G. Paine, of the C. A. Dunham Co., Chicago, 
died recently at his home, 5915 Carpenter street, Phila- 
delphia. He was in his sixty-seventh year, and repre- 
sented the company in the Philadelphia territory. 


J. J. Noone 


J. J. Noone, a member of the plumbing and heating 
firm of Noone & Doubleday, Memphis, Tenn., died re- 
cently from an illness which had confined him to his bed 
for several months. Mr. Noone was a member of the 
Memphis Association of Master Plumbers. 
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okTo Future Profit 








Small installations can be made to justify legitimate 
cost and profit by keeping customers satisfied. The 
confidence which you gain in small installations 
establishes a foundation for future profits on new 
installations or the overhauling of inadequate 
installations involving larger contracts. 


“U. S.’’ Royal Maroon Plumbing Specialties will 
help you build confidence with your customers by 
giving longer and better service. The U. S.”’ Royal 
Maroon Line is complete in every detail. 


SEND FOR OUR CATALOG. 


Distribution to the plumbing trade is ex- 
clusively through selected Supply Houses 


United States Rubber Company 





Executive Offices: 
1790 Broadway, New York City 


“U.S-20 MAROON LINE 


of Plumbers’ Rubber Specialties 


TR a RR Ss 5 


re 


— 





2 to EE A Pree 

















May 4, 1929 DOMESTIC ENGINEERING 


115 














Advertising 
Is a Specialist’s Job 


miHE man who laid out this ad is a specialist. He 
RE knows the printer's types by their first names. He 
Sa knows how to make your eye travel to the precise 
caine he wants it to travel. He knows how to take the copy 
for this ad and make its essential points stand out so that 
you will “get them” in a glance. He knew just how this ad 
was going to look in type before he gave it to the printer. 






The man who wrote this copy is a specialist. People say that 
he knows all the parts of speech in the English language. 
He knows enough six-cylinder words to mix with his one- 
cylinder words so he has what is known in baseball as a 
‘change of pace.”’ 


You are a specialist. You know how much radiation you will 
need to heat a room of a certain size, etc., and you know all 
about vents, and soil stacks and the other gadgets in plumb- 
ing installations. 


The advertising specialists call you in when they want a 
plumbing or heating job they know will work. They figure, 
naturally, that you ought to call them in when you want 
an advertising job that will work. 


So, in each issue of “Domestic Engineering” you find the Retail 
Advertising Service. It carries newspaper ads, sales letters, 
short publicity items, copy for circulars and suggestions for 
window displays, made up by the two specialists mentioned with 
the help of a third — the artist who makes the illustration. 


The cost of that service is $4.20 for twelve weeks. In other 
words, we charge you 35 cents for the cut each week. We 
send you two new illustrations every other week and a reprint of 
the page. All you do is hand them 
to your local newspaper and your ad- 
vertising job for the week is finished. 







Here's the form that will give you the 
service of these specialists for the next 
twelve weeks. After that you'll never 
want to be without their help. 
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The New Hoover Code 


(Continued from Page 70) 


same pipe laid with one-half inch fall per toot. It 
seems illogical and unreasonable to permit the use 
of sloping pipes in plumbing systems to almost full 
capacity, and not permit something approaching the 
same relative use of vertical-pipe capacities.” 

‘The viewpoint expressed in the last sentence seems 
to us one of the basic points in the working out of 
the stack capacities shown in the new tables of the 
Hoover code, for without doubt, in the past, it has 
very generally been held that vertical lines of soil 
and waste stacks should not be expected to hold any- 
thing like the volume of waste that horizontal lines 
do. 

The information given shows that stack capacities 
were based on peak loads, as already noted, and on 
flowing one-third full, and that sizes worked out on 
this basis have a very large factor of safety, and 
provide “a table in advance of anything that has 
heen offered up to this time.” 

“With this advance, however, it will be necessary 
to impose certain restrictions regarding the distribu- 
tion of fixtures and regarding the use of ‘sanitary T 
fittings, in order to prevent local overloading of the 
stack. This may be done either by limiting the 
number of branches in a given height of stack, or by 
limiting the number of fixtures on all branches to a 
stack in a given height. The latter serves the pur- 
pose and is more flexible, as it imposes no direct 
restriction on the size or number of branches to the 





stack and is therefore the method chosen in building 
the table. 

“It has been found that a stack wil! take the capac- 
ity discharge from two horizontal branches of the 
same diameter as the stack, through a double 45- 
degree fitting. We will introduce here the term 
‘branch interval’ and define it as any section of the 
stack, at least 8 feet in length, within which one or 
more branches are connected. In the proposed table, 
with all inlets 45 degrees, the total number of fix 
tures on all branches connected within any 8-ft. sec 
tion of the stack will not exceed two and one-halt 
times the permissible number on one branch ot the 
same diameter as the stack and with a fall of one- 
fourth inch per foot. A comparable limit when any 
‘sanitary ‘1’ fittings are used in the stack, is one and 
one-half times the number permitted on one branch, 
with a fall of one-fourth inch per foot. Two ‘branch 
intervals, not less than 16 ft. of stack, permits double 
the number of fixture units on the stack, provided 
not more than one-half are on branches connected 
to the stack within any 8-foot section. For three or 
more ‘branch intervals’ the total on one stack will be 
distributed so that the restriction as to the “branch 
interval’ or length of stack is not violated.” 

The basis on which sizes for horizontal branches, 
house drains and house sewers have been worked out 
in the new code can best be understood by quoting 
from Dr. Hunter’s explanatory chapter, as follows: 

“As previously stated, the tables for required sizes 
of horizontal branches, house drains, and house 
sewers are to be based mainly on an estimated max- 
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to the wall. 





P. E. C. F ] 
RADIATOR HANGERS 


The use of P. E. C. Radiator 
Hangers eliminates hard work 
They can be easily 
installed as one bolt is all that is 
necessary to secure them firmly 


Adaptable to all types of wall 
column and tube radiation. 


Adjustable quickly 2% inches. 


Ask your jobber to supply you. 
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INTEGRAL SECTION 





PATENT PENDING 


Bigger than its Job! 


HE Thermal Unit Heater is always bigger than its job, 

whether that job is factory, store, auditorium, refinery, 

mill, packing plant or any other type of commercial, in- 
dustrial or institutional building. 


The Thermal Unit Heater steam channel and extended 
heating surface are cast integrally. There are no joints, welds 
or flanges, no brazed or soldered connections. Without joints, 
there can be no leaks. 


The special: Thermal Unit aluminum alloy makes the heating 
section non-corrosive; freezing cannot damage it. The stream- 
line core cuts air resistance and greatly increases the area of 
effectiveness of the heater. 


The Thermal Unit Heater is the perfected unit heater. 
Easily installed, it will continue to operate at highest efficiency 


and without interruption for many years. 





Write for the full details on Thermal Unit Heaters, now. 


Approved by Investigating Committees of Architects and Engineers 


THERMAL UNITS COMPANY 


A Subsidiary of the 
MECHANICAL MFG. CO. 


Pershing Road and Loomis St. Chicago, Illinois 
Eastern Office: 30 Church St., New York, N. Y. 





Mention Domestic ENGINEERING when writing advertisers. 
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Universal Church, 


16th and § Sts., 
N. W., 
Washington, D. C. 


Burton Residence, 
35 Afterglow Way, 
Montclair, N. J. 


Oneida County 
Tubercular 
Hospital, 
Utica, N. Y. 


DeGoyler 
Residence, 
Lloyd Road, 
Montclair, N. J. 


State Hospital, 
Marcy, N. Y. 





Apartment House, 
25 So. Munn Ave., 
E. Orange, N. J. 


Emerson Hall 
(Fraternity House) 
Hamilton College, 

Clinton, N. Y. 


Apartment House, 
67 So. Munn Ave. 
East Orange, N. J. 


Alpha Delta Phi 
(Fraternity House) 
Hamilton College, 


Clinton, N. Y. 


Apartment House, 
Keer Ave. & 
Gruman Ave. 
Newark, N. J. 





Plymouth Church 
House, 
Utica, N. Y. 








Apartment House, 
Mapes Ave. & 
Elizabeth Ave. 
Newark, N. J. 





Church of Immac- 
ulate Conception, 


Montclair, N. J. 





Jauseu Nayes 
(Residence) 
Montclair, N. J. 





Community 
Hospital, 
Montclair, N. J. 





Apartment House, 
So. Park & 
Church Sts. 

Montclair, N. J. 





Essex Fells 
County Club, 
Essex Fells, N. J. 





Verona Trust Co. 
Verona, N. Jd. 





Livingston Ave. 
School, 
Livingston, N. J. 





Apartment House, 
Springheld Ave. 
Crawiord, N. J. 


Apartment House, 
16th St. and 
Clinton Ave., 
Newark, N. J. 





Gaiety Theatre, 
Utica, N. Y. 


HAVE BEEN 








Apartment House, 
Prospect St. & 
Melmore Gardens, 
E. Orange, N. Jd. 


INSTALLED ON HUNDREDS OF 
OPERATIONS SATISFACTORILY 





(We list a few) 


PHOENIX BRASS FITTINGS CORP. 


IRVINGTON, NEW JERSEY 


Apartment House, 


Maple Ave., 
Hillside, N. J. 


Beth Israel 
Hospital, 
Newark, N. J. 





Presbyterian 
Hospital, 
Newark, N. J. 





Athletic Field 
House, 
City of Utica, 
Utica, N. Y. 





16 Story 
Apartment House, 
29 Washington 
Square 
New York, N. Y. 





Hotel at 359 West 
42nd Street, 


New York, N. Y. 





100 — 1 familly 
Houses at the 
Bronx Heights 

Operation, 

Naragansett Ave. 

t. Pinchot & 
Neill Aves. 





Large Residence at 
246th St. and 
Fieldstone Rd., 
New York, N. Y. 





Apartment House, 
Randolph St. & 
So. Broadway 
Yonkers, N. Y. 





Belnord 
Apartments, 
86th & Broadway, 
New York, N. Y. 





Salmon Tower 
11 West 42nd St. 
New York, N. Y. 

















Apartment House, 
Renner Ave. and 
Elizabeth Ave., 


Newark, N 








Babies Hospital, 
Newark, N. J. 





Hall of Records, 
Newark, N. J. 


Telephone Blidg., 
Newark, N. J. 


Medical Towers, 
Newark, N. J. 


Soho Hospital, 
Newark, N. J. 


Bloomfield 
High School, 


Bloomfield, N. J. 
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imum mean rate of flow or discharge, with certain 
modifications to be described, and not on a tempor- 
ary peak discharge produced by the coincident dis- 
charge of fixtures. The reasons for this are: That 
the individual peaks are wiped out by overlapping 
when we approach the capacity of the drain, and are 
further smoothed out by the flow in the drain itself; 
and also that the temporary peaks do not have 
an effect on venting requirements for horizontal 
branches, comparable to the effect of a corresponding 
peak in a partially filled vertical stack. There are, 
however, two factors that come into play when we 
approach the maximum capacity of a horizontal 
drain. One is the holding or storage capacity of the 
drain in its relation to peaks of short duration, which 
in the case of short drains of small diameter is the 
dominating factor; the other is the effect of head 
above the drain on its limiting or maximum capacity. 


“The storage capacity of a drain increases with in- 
creased diameter in two respects—the increased ca- 
pacity per unit length and the increased length of 
drain necessary to accommodate fixtures sufficient 
to give a capacity load in the larger drain. Evidently 
the condition in which the temporary peak has the 
greatest opportunity to overcharge the drain, is in 
the drain of comparatively small diameter to which 
water closets are connected directly. Evidently, too, 
the maximum congestion, and therefore, the worst 
condition to contend with in this respect, is produced 
by a double row of water-closets connected to the 
drain by means of double fittings. If we estimate 
the required size of branches to take care of this con- 


dition, it will be ample for all other conditions, 
including unobstructed house drains and house 
sewers.” 


The allusion in the last sentence to unobstructed 
house drains and house sewers, we take to mean 
house drains and sewers that do not have main traps. 

We quote still further: 

“Observations on toilet rooms in public schools in 
Cleveland, Ohio, indicate that with full occupancy 
in girls’ toilets, the average time of occupancy per 
person may be as low as one minute. There is no 
record of a lower average period of occupancy. In 
boys’ toilets, where separate urinals are installed, 
the average period of occupancy for water-closets is 
much greater. Observations in office buildings and 
large industrial plants (see data on p. 95) show aver- 
age occupancies varying from 3.97 minutes per per- 
son for females, to 7.1 minutes per person for males. 
It would seem reasonable and wholly safe therefore, 
to estimate peak loads on frequencies of use varying 
from once a minute for diameters in which the stor- 
age capacity is a limiting factor, and in which con- 
gestion is likely to occur, to once in two minutes for 
a 12-inch drain in which the run-off is the controlling 
factor, and in which congestion is improbable. 

“From these data and assumptions, the following 
tentative table for drains with a fall of one-fourth 
inch per foot is computed on the basis of each water- 
closet discharging 5 gallons once a minute.” 

The table alluded to was a tentative table, which 
we will not show. Using this tentative table as a 
basis, a second tentative table was worked out, the 
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Cut Pipe Threading Costs 


It can be done 
this easy sim- 
pleway: 
equip your- 
self witha 
Universal 
No. 2 Port- 
able Pipe 
Threading 
Machine 
which cuts 
off, chamfers 
and _ threads. 





peteped with Universal Motor revers- 
ible and arranged with light socket 
connection. No motor changes, as it 
will operate off either 115 DC or 110 AC, 
25 to 60 cycle lighting circuit. 





Capacity is 
yy" to 2”. 
Drives a 
geared head 
on pipe from 
21” to 6”. 





Weighs only 
200 Ibs. Com- 
pact, sturdy, 
efficient. For 
any kind of 


Operator cutting off pipe after’ thread- 
ing. Steady rest shown against pipe. 
Reaming and chamfering tools swivel 
off cut-off tool block. 


square dies or 
hand stocks. 


Ask us about 
it today. 





Really Portable 


PEERLESS MACHINE CO. 





Racine, Wis. 
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CHICAGO”? 


Pipe Threading Machines Production Precision 
Latest and Most Advanced Types on the Market 


CHICAGO PIPETHREAD MACHINE CO., Racine, Wis. 
Offices and Factory: 1621 Racine Street 
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5 times as fast! 


When the Stephenson locomotive of 1825 went 15 miles 
an hour it was making good time for those days. But 
today its giant successor thunders along at a speed 
5 times as fast. 


5 to 1 is a ratio for plumbing and heating contractors to remember, 
and here’s.why ... 5 to 1 represents the comparative rate of pres- 
sure increase to temperature increase in ‘“‘closed’’ systems. 


A real danger of explosions 


Figures show how in a “‘closed’’ domestic hot water supply, an 
increase from 72 to 110 degrees means the skyrocketing of pres- 
sures from 60 to 265 lbs. This means an ever-present danger of 
explosions unless a relief outlet be provided. 


Systems are safe with a Red Top 


A Red Top Relief Valve (Model No. 1) is the simplest means of 
keeping a “‘closed’’ system open and forestalling needless disaster 
and destruction. It is a positive-acting device that protects your 
customers—and your own good will in the bargain. 


A Red Top is approved by 
Underwriters’ Laboratories, Inc. 
A Red Top Model No. 1 may be 
set to relieve at 50, 75, 100 and 
130 Ibs., and protects domestic 
hot water supply systems. 

The Red Top Relief Valve 
Model No. 2 relieves at 30 
pounds and is used as the basis of 
an efficient and economical sys- 
tem of hot water heating. 


Let us give you further data. 
Use the coupon below. 








Neptune Meter Co. 
50 E. 42nd St. New York City, N. Y. 
Branch Offices in Principal Cities 


Sectional View, Model No. 1, for 
domestic hot water supply systems 


Red fop 
elke? Valve 
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NEPTUNE METER CO. 
50 East 42nd Street, New York, N. Y. 


Please send me a copy of the new edition of your folder, “Protection,”’ 
which describes Red Top Relief Valves and their operation. 
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following explanation showing how the second set 


| of results was reached: 


‘Balancing all the factors—storage capacity, run- 


_ off, probability of coincident discharge, and possible 
| frequency of use—the following modifying factors 











are proposed to give safe and comparable estimates 
for the different diameters: 0.3 for 3-inch, 0.75 for 
4-inch, 0.9 for 5-inch, 1.2 for 6-inch, 1.85 for 8-inch, 
1.9 for 10-inch, and 2.0 for 12-inch drains.” 

The slope of horizontal drains is of course a very 
important factor in arriving at correct sizes of hor- 
izontal drainage pipes, and this factor had to be put 
into the second tentative table before the final and 
definite table of sizes could be arrived at. Without 
making any attempt to show how the figures were 
arrived at, it will be sufficient to say that, based on 
the results obtained with a slope of % inch per foot, 
ratios were found for the other slopes, 4% inch and 
% inch per foot. 

It was found, for instance, that for 3-inch pipes 
the ratios for the three slopes, 5:6:7 were approx- 
imately correct; for 4-inch pipes the ratios were 
4:5:6, and so on for the various sizes. Application 
of the proper ratios, scientifically worked out, to 
the second tentative table, resulted in the table shown 


in section 115 of the new Hoover code, which has 
been given earlier in this article under the heading 


“Sanitary System Only.” 

\Ve have thought it well worth while to show in 
a general way, something of the detail involved in 
reaching the results shown in this small table of 
SIZES. 

\We are strongly in favor of the new Hoover code, 
as we were for its predecessor, and hope for its very 
general adoption. With this hope and expectation 
in mind, we have thought that adoption of the code, 
especially its tables of sizes, might be made more 
naturally and with greater confidence, if something 
were known concerning the deliberate and scientific 


| manner in which the results have been worked out. 


Hence, the explanatory remarks in the latter part 


of the article. 


It is well to state, moreover, that all along the 
way,,the government experts have been aided and 
directed by a group of the foremost leaders in the 
plumbing industry, so that we are assured that the 
results set forth in the Hoover code are correct not 
only theoretically, but practically also, from the 
standpoint of demonstrated plumbing practice. 

In conclusion, we want to urge universal accept- 
ance of the Hoover code, and this will be brought 
measurably closer by universal study of the Hoover 
code and Hoover report. 


. 
New York Salesmen Hold Dinner Dance 


The New York Chapter of the National Associa- 


tion of Plumbing and Heating Salesmen held its an- 


nual dinner dance recently at the Cafe Boulevard, 
New York City. With approximately 100 present to 


enjoy an unusual program of music and entertain- 


ment arranged by Harold Thompson, New York 
manager of the Oster Mfg. Co., the affair was con- 
sidered the most outstanding success of any yet held 
by the organization. Dancing followed the banquet 
and entertainment. 
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AN AVIATOR’S VIEW OF OUR BUILDINGS 


The Largest Exclusive Plumbers 
Tank Fittings Plant in the World 





No. 20 Double Action Lever 


Levers 


Ball Cocks [ 0 Valves 
NBRAC 


Spuds 

















No. 75 Silent 
Ball Cock 


No. 201 
Ffush Valve 





No. 10—Sanitas Spud 


May we send you our Latest Catalogue? 


THE INDIANA BRASS COMPANY 
FRANKFORT, INDIANA 
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Chicago Indoor Stadium 


Chicago, Illinois 
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Architects, Hall, Lawrence & Ratcliffe Plumbing Jobbers, Crane Co. 
Plumbing Contractors, Carl J. Stein Co. 


The new Chicago Stadium, shown above, is the finest indoor stadium in 
the country, exceeding in size even the famous Madison Square Garden. 
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FLUSH VALVES 
Used Throughout 


Write for full details to 


PLUMBING DIVISION 


Watrous Flush Valves—Duojet Closets—Self-Closing Basin Cocks—Combination 
Lavatory Fixtures—Pop-Up Wastes—Liquid Soap Fixtures, etc. 















Sold by leading plumbing jobbers throughout the United States 


THE IMPERIAL BRASS MANUFACTURING COMPANY 


1231 West Harrison Street BRANCH SALES OFFICES CHICAGO 
J. J. Hurley, 402 Architects Bidg., Detroit, Mich. Sprekelmeyer-McDonald Co., Inc., Ist National 
W. W. Morgan, Inc., Real Estate Trust Bidg., Philadelphia, Pa. Bank Bidg., Fort Worth, Tex. 
W. J. Butler, 22 Cushing St., Wollaston, Mass. B. J. Mulcahy, 210 S. Tenth St., Minneapolis, Minn. 
J. M. Donohue, Rm. 1141, 55 W. 42nd St., New York, N. Y. R. J. Shank, 925 Grand Ave., Des Moines, Iowa 
M. D. Williams, 9 West Fulton St., Columbus, Ohio W. C. Shanley, 811 E. Armour Blvd., Kansas City, Mo. 
W. E. Blair, Jr., “% Coronado Hotel, St. Louis, Mo. Rex W. Williams, 402 Scott Bidg., Salt Lake City, Utah 
E. P. Scales Eng. Co., Bennie Dillon Bldg., Nashville, Tenn. Clarence Drucker, 307 Minna St., San Francisco, Cal. 
Carl P. Leibold, Brown Marx Bidg., Birmingham, Ala. L. C. Coombs, 1010 North Gardner St., Los Angeles, Cal. 
H. E. Darton, 506 Carondelet St., New Orleans, La. Richard O’Brien, 812 Shelby St., Seattle, Wash. 
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Announce Three-Day Institute 

Samuel E. Dibble, Theodore Ahrens Professor of 
Plumbing, Heating and Ventilating, Carnegie Institute 
of Technology, Pittsburgh, Pa., recently announced that 
the three-day institute at the Carnegie Institute of 
Technology will be held this year May 23, 24, and 25. 
A program of lectures, and studies covering the flow 
of water, the heating of water, the flow of sewage, and 
sewage disposal are being planned and each lecture will 
be focused on the plumbing industry, and particularly 
on plumbing codes. One half-day will be spent on the 
discussion of the proposed new Pennsylvania State Code. 


* 
Elect Officers and Delegates in Trenton 

At a recent meeting of the Master Plumbers’ Asso- 
ciation of Trenton, N. J., held in the Trent Theater 
building, that city, the election of officers and dele- 
gates was held. The officers elected were as follows: 
President, Thomas J. Kerwick; first vice president, 
John A. Pinto; second vice president, John Mickels; 
secretary, Ira C. Hendrickson; trustee, Walter W. 
Smith; sergeant-at-arms, Charles MacQueen. Dele- 
gates to the state convention were: Joseph B. Reeve, 
Harry Greiner, John A: Pinto, Clifford Jeffries, 
Frank B. Penrose, John Mickels and Edward H., Car- 
penter. Delegates to the national convention will 
be: Clifford Jeffries, William G. Royer, Anthony 
Dennish, Harry Greiner, Frank R. Dunn, Frank B. 
Penrose and Emil L. Pfleider. 


Announce Plans for Connecticut Convention 

The Master Plumbers’ Association of Connecticut, in 
preparing the program for its annual convention to be 
held May 14 and 15 at Stamford, Conn., has arranged 
to have a number of nationally prominent men give ad- 
dresses. The morning of the first day is to be devoted 
to a meeting of the officers and board of directors, fol- 
lowed by a luncheon at the Masonic Temple. The con- 
vention convenes in the auditorium of the Stamford Gas 
& Electric Co., at 2:30 p. m. Besides addresses of wel- 
come, and the preliminary business, Past National Presi- 
dent Thomas F. Nolan of Albany, N. Y., and Russell 
G. Creviston, general manager of the Plumbing and 
Heating Industries Bureau are scheduled to give talks. 
Dinner at the Masonic Temple is to follow adjournment. 
A dance and entertainment is to be given at the Elks 
Club, where the exhibit is to be held. 

Following the routine of business on the second day, 
Albert B. Dibble of New Haven, chairman of the educa- 
tional committee of the national association, and Jere L. 
Murphy, New York City, former national director, will 
address the delegates. With the call to order in the 
afternoon, John A. Quinn of Philadelphia, vice president 
of the national association, will present a paper. 

An impressive program has also been arranged for 
the ladies, which includes a trip through the Yale & 
Towne Mfg. Co. plant, and the Condé Nast Publica- 
tions, Inc., plant. In addition to the meeting on Wed- 
nesday morning, at which Mrs. Charles Zimmerman of 


Open New Showroom in Cincinnati, Ohio 











N OPENING day, this 

photograph was taken of 
the new showroom of Beding- 
haus Bros., 4306 Glenway ave- 
nue, Price Hill, Cincinnaty, 
Ohio. The showroom indicates 
careful thought in arrangement | 
and design, and utilizes a rela- 
tively small space to good ad- 
vantage without crowding. 
Every fixture is priced, and the 
showroom is well lighted for 
times when it is open after 





dark. 
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Union City, N. J., 
women's auxiliary, will speak, there will be a card party 
and other forms of diversion. 

President A. A. Mills of New Britain, and his officers, 
are being assisted by the following members of the exec- 
utive committee, who are also chairmen of sub-com- 
mittees: G. D, L. Raymond, J. F. McNamara, George 
Powers, J. M. Forger, Fred Rutz, William Henry and 
Bb. H. Jessup. 

* 
Association Exhibits at Baltimore Home Show 


The annual Better Homes Exhibit, which is sponsored 
by the Real Estate Board of Baltimore, Md., took place 
in that city recently in the Fifth Regiment Armory. 

The Association of Master Plumbers of the State of 
Maryland exhibited in five booths. A concentration was 








Iexhibit of the Maryland Master Plumbers’ Association at the 
Baltimore Home Show 


made on colored ware, and the exhibit was planned with 
the purpose in mind of showing by contrast the white 
and the different shades of color. Complete bathrooms 
in color drew much attention, and many inquiries were 
made as to replacements and prices. Modern medicine 
cabinets, mother-of-pearl toilet seats, and different bath- 
room accessories were displayed, and brought forth 
favorable comments. 

The exhibit was designed and installed by Samuel E. 
Houck, chairman of the committee, who received many 
commendations for the arrangement and completeness of 
the display in the space allotted. Two committees, one 
composed of five members, served in the afternoon, and 
the other of ten members in the evening. All members 
of the association were asked to tie in with the exposi 
tion, and letters notifying their customers were sent in 
advance. Newspaper advertisements were inserted by the 
association, calling the attention of the public to the ex 
hibition of plumbing fixtures. 


So far the results have surprised the most optimistic, 
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and the reports that have arrived are so encouraging and 
convincing that it has been, according to those in charge, 
a real incentive to begin in Baltimore as soon as possible 
the proposed community display of plumbing fixtures. 

Among the other exhibitors were the Ruud Mfg. Co., 
the McShane Bell Foundry Co., A. Weiskittel & Son 
Co., Sexton Stove Co., and the Consolidated Gas & Elec- 
tric Co. of Baltimore, demonstrating the American Radia- 
tor Co.’s gas-fired boiler. 

® 

Organization Work Progressing in California 

Proof that the association spirit is continuing to grow 
in California is sustained by the announcement of the 
formation of the Marysville Master Plumbers Associa- 
tion. This new link in the state and national body was 
formed at an enthusiastic meeting of the Marysville 
masters. The officers have not as yet been elected. Frank 
,00th has been active in the formation of the new asso- 
ciation. It is confidently expected that another new 
vroup of organized masters will be formed at Chico in 
the near future. 

Among those largely responsible for the formation 
of these new bodies are: L. J. Kruse of Berkeley, and 
Charles R. Hutton of Los Angeles, president and secre- 
tary, respectively, of the California State Merchant 
Plumbers Association, and Carl J. Marsh of San Fran- 
cisco, representing the Plumbing and Heating Indus- 
tries Bureau. 

Sd 
Salesmen Conduct San Francisco Plumbers’ Meeting 


A host of vital questions bearing directly and_ in- 
directly on the relation between the plumbing and 
heating salesman and the master plumber formed 
the subject of a keen analysis by several speakers at 
Master Plumbers’ Hall, in San Francisco, on the 
evening of April 19. President William J. Monthan, 
of the San Francisco association, opened the meet- 
ing with the announcement that routine business 
would be set aside in favor of the Association of 
Plumbing and Heating Salesmen, which had _ pro- 
vided a program for the occasion. After his welcome 
Mr. Monihan turned over the meeting to Emile Hey- 
mans, vice president of the salesmen’s association, 
and chairman of the evening, who introduced the 
salesmen’s president, F. C. Eckardt. 

Mr, Eckardt spoke on the aims and object of the 
salesmen’s association. “By learning to become bet- 
ter salesmen,” he said, “we are thereby enabled to 
render better service to you plumbers. The pro- 
grams at our bi-weekly meetings are all arranged 
with this end in view.” Reviewing the trend in sell- 
ing, President Eckardt said: “I have been calling 
on plumbers for the past 18 years, and during that 
time there has been a big change in methods; but | 
predict that in the next five years there will be still 
further and more far-reaching changes. This is 
what our organization is preparing for.” 

Concluding by reference to the part the associa- 
tion salesmen are taking in the matter of active co- 
operation with the master plumber toward the crea 
tion of new business, President Eckardt indicated 
how this is being accomplished. “When we see ex- 
tensive alterations in progress on a certain building, 
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Pilot Drawings Simplify Your Work 


All regulations, whether printed in code or verbally demanded, are plainly illustrated in a pilot drawing. 


are easily understood by either master, journeyman or apprentice. 


They are a big help in selling, estimating and installing. They help to visualize the work that is to be done and 


eliminate all chance and guesswork. They save expensive delays and mistakes by workmen. 

















Every plumbing contractor should have a 





pilot drawing for every city or town in 
STATES Michigan: which he is registered. Harrison Westfield 
Indiana Battle Creek Authorized pilot drawings that have been ee on —— 
Ohio . >, —_— checked and approved are now available Hillside Woodbridge 
Pennsyloania Lensing through the book department of DOMES- Irvington . 
Proposed Texas TIC ENGINEERING for the states and a 
CodeRecommen- New Jersey: cities shown in the adjoining column. They pores Akron 
ee Arlington come in blueprint form, size 22 x 28 inches. Lyndhurst oe 
ciation of New Asbury Park The price of each is $2.50. If purchased in Montclair: 
ious Atiantic City quantities of 12 or more the price is $2.00 Nest Arlington Penuesnantn 
Bloomfield each. North Bergen —_—Allentow 
CITIES Caldwell | Orange Altoona * 
— aoe Nam Order the pilot drawings you need now. Plainfield Bethichem 
Selene Carlstadt They will save time for you everyday. Roselle atten 
Auauate Cliffside Roselle Park L encaster 
Deal vwvwyv Cranford New Castle 
as East Orange Rutherford Washington 
Indiana: East Rutherford South Orange York . 
Indianapolis Elizabeth DOMESTIC ENGINEERING ai. 
Garwood Verona =—ae 
Kentucky: Grantwood PUBLICATIONS Wellington Virginia: 
Paducah Guttenberg 1900 Prairie Avenue Weehawken Roanoke 
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KNOWLTON 
. BOILER 


With the Knowlton ‘“‘Watertoob” Smoke- 
less Boiler, smokeless operation is assured 
by the Special Arch built of refractory 
material. 





This Arch supplies preheated air to the 
volatiles issuing from the fresh coal. 





The famous Knowlton construction with 
Toncan Iron Tubes presents to the living 
fire the most effective of heat absorbing 
surfaces. 


Our new catalog will be 
sent upon request. 







This is the Knowlton “Water- 
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READING, PENNSYLVANIA 
208 N. Clinton St., Chicago 50 Church St., New York 
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we learn who is the owner, go to him and inquire if 
he has selected his plumbing goods. If not, that 
gives us a lead. This lead means business for the 
plumber, and it means the right kind of business— 
a satisfactory job on a profit-yielding basis.” 

Elmer Ross, assistant sales manager of Crane Co.'s 
San Francisco branch, spoke on requisites of the 
successful salesman, these being: loyalty, ideals and 
service. Summing up the application of these quali- 
fications to the job in hand, Mr. Ross said: “After 
all, the salesman’s work is largely one of service— 
service from many angles.” 

In his talk relative to bureau progress on the West 
Coast, C. J. Marsh, of the Plumbing and Heating In- 
dustries Bureau, expressed deep gratitude to the 
members of the local salesmen’s association for their 
active furtherance of the bureau's program. “In tact, 
there was one man,” went on Mr. Marsh, ‘“‘who was 
so eager to help spread our gospel, particularly in 
the direction of accounting, that he went through 
with the full 21-lesson course in order to talk intelli- 
gently on this subject with his customers.” 


b 


Minor Chipman, well-known industrial engineer, 
who has addressed members of the industry on one 
or two occasions recently, was the final speaker. He 
addressed the San Francisco masters on the subject 
of selling—selling from both the major and minor 
aspects. 

Mr. Chipman gave intimate details in the history 
of well-known figures in American commerce, and 
told how they had succeeded in spite of tremendous 


handicaps. He concluded this part of his talk with 
“They were salesmen; they knew what the people 
wanted. In short, they were merchandisers.” 

Dismissing salesmanship in its larger aspects, and 
confining himself strictly to the plumbing and heat- 
ing industry, Mr. Chipman stressed the apparent 
trend in merchandising efforts on the part of the 
larger manufacturers, and pointed to the crying need 
for more and more good outlets—better channels 
through which the stream of goods may find their 
way to the consumer. The speaker also analyzed 
and compared carefully the problems of this industry 
with those obtaining in other lines of endeavor. 

+ 

Michigan Chapter Hears About Fisher Building 

The April meeting of the Michigan Chapter of the 
American Society of Heating and Ventilating Engineers 
was held Tuesday, April 16, in the new Fisher building. 
President Rowe called the members’ attention to the 
International Heating and Ventilating Exposition which 
is to be held in Philadelphia, January 27 to 31, 1930. As 
the annual election of officers is to take place at the 
May meeting, President Rowe appointed a nominating 
committee, consisting of E. Harrigan, chairman, James 
F. Degan and Ray S. M. Wilde. William G. Boales 
brought the members’ attention to the semi-annual meet- 
ing to be held at Bigwin Inn, outlining the various at- 
tractions to be found at the convention. 

G. D. Winans of the Detroit Edison Co., gave a de- 
scription of the problems which his organization had to 
meet in getting ready to furnish steam to the Fisher 





DIAPHRAGM 


RELIEF ~VALVE ~~ 


This all bronze valve is approved by 
the National Board of Boiler and Pres- 
sure Vessel Inspectors and may be 
used on expansion tanks in heme 
water systems—on range boiler in- 
stallations—or for dead end service 
by plugging either horizontal open- 
ing. Marked ‘‘A.S.M.E. Std.”’ 


Write for discount sheet showing the 
Watts line of Plumbing Specialties. 
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John G. Kelly, Inc. Sales Associates 
For the United States and Canada, 
210 East 45th St., New York City, N. Y. 


Geo. E. Kitson Co., Philadelphia Repre- 
sentative, 5939 Haverford Ave., Phila., Pa. 

















4 REASONS WHY 
You will like McAlear 


water feeders better: 


§ Constructed in Simplex and Duplex 
Types—-A Water Feeder for every 
type of heating system. 


I Feed Water ‘‘Direct-to-Boiler’’ and 
equipped with a positive, friction- 
less valve, which can’t corrode. 


. Equipped with Mercoid Switch 
(either low water cut-out or low 
water and pressure) for Oil Burner 
Installations—As many as 4 pro- 
tections in one unit. 


M4 Priced to show you more profit than 
any other Feeder. 


Let us send latest Bulletin 
and Quantity Discounts today 





1901-7 South Western Avenue 
CHICAGO, ILLINOIS 


OFFICES IN PRINCIPAL CITIES 


ce 
ve for 


Year-In and Year-Out 
Valve Satisfaction 


We take little credit for the 
unusual service records of 
Jarecki Valves. Wouldn’t it be 
surprising if a company that 
has been making them for 77 
years didn’t produce unusually 
good valves? To specify 
‘*Jarecki’’ is such a dependable 
way to year-in and year-out satisfaction! A complete 
line, each well designed, ruggedly made and honestly 
inspected. 


JARECKI MANUFACTURING COMPANY 
; ERIE, PENNA., U. S. A. 
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building. One point which Mr. Winans brought out was 
the fact that the Fisher building had found by experience 
that, when the turning on of the steam load in the various 
parts of the building was staggered, the cost of the steam 
demand was reduced over what it was when steam was 
turned on all parts of the building at the same time. The 
next speaker of the evening was Fred Johnson of John- 
son-Larsen & Co., heating and ventilating contractors, of 


| Detroit, who had the heating and ventilating contract on 
| the building. Mr. Johnson gave discussion of the heating 
'and ventilating systems, starting with the steam supply, 





) 


as furnished by the Detroit [dison Co., and carrying it 
through the entire cycle. 
© 
Northern California Trade Members Frolic 


The spring outing of the Plumbing and Heating Club 
of San Francisco and the Bay district, held recently at 
Sonoma Mission Inn, Boyes Springs, was packed full 
of sport and good times. Every available hour was filled 
with golf, tennis, dancing and bridge. , 

(Overhead, mark-up, estimates and whatever else con- 
cerned the plumbers, heating men and executives of 


| manufacturing and jobbing concerns, were promptly 


forgotten as they left their desks and, many of them 
with their wives and families, left for Sonoma County. 
By the time set for the golf tournament, there were 
close to 75 guests gathered at the popular resort. 

The first evening’s gaiety atoned largely for the un- 
fortunate weather conditions during the day. The dinner 


' dance went off with a bang. For those not wishing to 
' dance, bridge tables were set up in the spacious card 


rooms adjoining the lobby. 
Sunday was a big day, and golf the main attraction 
when 36 players, ladies included, thronged the course. 








Top row: F. F. Elliott, J. I. Mellreevy, Thomas Douglas and 


W. Allen Taylor. Middle row: H. Crapster, C. N. Gilley, H. H. 
Lowry and H. W. Pomerene. Bottom row: H. W. Finch, F. J. 


| Kiimm, H. EE. Rahiman, E. H. Peterson. Photos taken at 


outing of Plumbing and Heating Club 






















































May 4, 1929 








Contains the Cata- 
logs of 528 manu- 
facturers of Plumb- 
ing & Heating Prod- 


ucts. 


Because of the many thousands of items manu- 
factured for use in the plumbing and heating 
industry, it is difficult for the wholesaler, specialty 
dealer and contractor to keep track of the various 
sources of supply. 


Domestic Engineering Catalog Directory 
will make this difficult task easy. It contains in 
one compact volume information that would 
require vast filing space and considerable work 
to keep the material usable. The new 1929 
edition contains the latest information available. 


The catalog section gives the user a picture and 
description of thousands of plumbing and heating 
products. This section is carefully indexed and 
cross indexed, making it possible to locate very 
quickly the pages on which any particular item is 
illustrated and described. Often, the time and 
trouble saved in locating one item more than 
pays the small charge made for a copy of this 
Directory. 


Many of the thousands of different items used 
in the plumbing and heating industry are known 
by several names although they are similar in 
construction and designed for the same purpose. 
In the classified section of Domestic Engineer- 
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Standard Catalog 

Size 7°4x10°% inches 

contains thousands 
of illustrations. 


It’s Easily Found In Domestic Engineering Catalog Directory 


ing Catalog Directory all products are given a 
main heading, under which a complete list of the 
manufacturers making this item are listed. In 
addition, this section is indexed and cross indexed 
in such a way, that the user can find the manu- 
facturers of any particular item by looking under 
any name that is in common use. 


The name and address section of Domestic 
Engineering Catalog Directory contains the 
names and addresses of over 4000 manufacturers. 
This section also contains a list of the branch 
offices and representatives of many of the manu- 
facturers who use catalog space. This feature 
enables the user of the Directory to get in touch 
with manufacturers through 


quickly their 


branches or representatives. 


Because we know that all who are interested 
in keeping up-to-date on the buying information 
of plumbing and heating products will welcome 
this valuable book, we are making a special 
approval offer. Fill out the coupon and we will 
mail the book to you at once prepaid. If for any 
reason you should decide after 30 days’ trial that 
it is not worth $5.00 or more, return the book to 
us and the trial costs you nothing. Send for 
your copy now. 











ee I ee eteeimeumeimatin Price $5.00 per Copy, prepaid 

Please send us a copy of the 1929 edition of Domestic i 
Engineering Catalog Directory in accordance with the |] 
special approval offer. We will either remit $5.00 or return 


the book within 3C days. 


Published by 


i 
' Domestic Engineering Co. 
1900 Prairie Ave. Chicago, III. 
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NIBCO Compression Fittings 
For Copper Tube Plumbing 


The use of Copper Service Tube for all kinds of 
plumbing has been made possible by Nibco 
Compression Fittings which eliminate the 
necessity of cutting threads or making wiped 
joints. Copper Tube piping is rust-proof, non- 
corrosive and LESS EXPENSIVE than either 
brass or lead. 

Write for further information about this new 
and better method of plumbing Today. Ask for 
Bulletin A-167 and mention the name of your 


jobber. 


NORTHERN INDIANA BRASS CO. 
Elkhart, Indiana 





Sectional view of 


Nibco Coupiing 














are furnished with capacities ranging 

from 4 to 400 g. p. m of water and 
3 to 171 cubic feet of air per minute. 
They provide an efficient, dependable 
unit for removing air end condencation 
and returning the water to the boiler 
on return line systems of 2,500 to 
300,000 sq. ft. equivalent direct radia- 
tion. Write for Bulletin 85. 


J setae Vacuum Heating Fumps 





Jennings Vacuum 
Heating Pump 





NASH ENGINEERING CoO. 
41 Wilson Road © 
So. Norwalk, Connecticut 
s 
Jennings Pumps 














Two New Hoffman Products 


HOFFMAN—ECONOMY PUMPS 
Vacuum and condensation—for all types 
of heating installations. 


HOFFMAN MOTO-HEATERS 


An improved type of unit heater, in sus- 
pended and floor mounted types. 


Write for catalogues 


HOFFMAN SPECIALTY COMPANY, Inc. 
Dept. X-20, Waterbury, Conn. 





HOFFMAN VALVES : HOFFMAN CONTROLLED HEAT 











BRASS PIPE 
AND FITTINGS 


Order from jobber — Get 
Mueller Genuine Brass Pipe 
with Mueller Fittings. Send 
for new Mueller Catalog. 





MICHIGAN 





PORT HURON ” 
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Top row: Jack Camp, C. W. Higgins, J. V. Young and R. B. 
Lees. Bottom row: W. H. Burt, C. Drucker, J. F. Bowman 
and F,. J. Chittenden. 


This course is considered a championship course, and 
although it 1s barely a year old, the greens and fairways 
are in good condition. Among the ladies, Mrs. Frank 
J. Klimm shot a consistent game and captured the trophy. 
Among the members, those who secured honors in their 
respective classes were: Thomas Douglass, Class A; J. 
V. Young, Class B; Harold Friesley, Class C; Clarence 
Drucker, Class D. Gentleman’s guest prize went to 
Edward H. Peterson. 
Complete scores follow: 


Gross Hdcp. Net Gross Hdep. Net 


Mrs. A. G. RahIlmann ..111 (Guest) 
Atwood ..154 38 116 Co Marre 107 23 84 
Mrs. R. B. Pomerene .133 31 102 
EOS. cccvs 126 22 104 Elliott .... 93 8 85 
Mrs. J. V. Atwood. ...106 25 $1 
Young ...132 29 103 McCarthy ..104 22 $2 
Mrs. F. J. Friesley ...100 28 72 
Klimm ..107 25 82 Pe cseewe 108 27 81 
Mrs. J. I. Mc- Allmon ....103 17 86 
Ilreevy ..138 36 102 FP eeee ivece 108 17 91 
Ps. s¢¢e%4 138 (Guest) i ae 99 20 79 
Jack Camp 115 27 88 Peterson ... 89 (Guest) 
Higgins ...129 34 95 Crapster ..109 24 85 
SY ee 111 16 95 Lowry ..... 125 25 100 
Young ..... 91 17 74 Douglass .. 90 10 80 
Bowman ...133 (Guest) MclIlreevy .100 15 85 
Chittenden .129 40 89 ee 1056 16 89 
Drucker ...114 40 74 Wilson ....102 17 85 
Arvonen ...110 (Guest) _ 118 28 90 
| re 103 19 84 Pierce ..... 121 28 93 
Klimm ....100 16 84 


A large part of the success of the Plumbing and 
Heating Club’s spring outing is due to the organization 
efforts of President Howard W. Finch, and N. W. Far- 
low and Frank J. Klimm of the golf committee. 

@ 
Madison Heating Men Hear National Official 


The Heating and Piping Contractors Madison, Wis., 
Association met jointly with Madison architects at the 
Park Hotel, recently to hear Joseph C. Fitts, acting secre- 
tary of the national association, give a talk on “Certified 
Heating.” The address was given to initiate the system 
of certified heating in Madison, and the plan was out- 
lined in detail by Mr. Fitts. A. C. Hooper is president 
of the local association, C. H. Pharo, vice president, and 
W. H. Ferin, secretary-treasurer. 








—_—_ 
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Connecticut Bowlers Close Season 


The close of the first season for the Connecticut 
Master Plumbers’ Bowling League was marked by 
a banquet and general get-together of master plumb- 
ers and salesmen from all parts of the state at the 
Hotel Breakwater, Savin Rock, Conn. State Presi- 
dent A. A, Mills, of New Britain, was master of cere- 
monies, and Past State President Philip Brown, of 
Middletown, assisted by Past State Secretary Joseph 
serger, of Bridgeport, awarded the prizes for indi- 
vidual high scores and team rolling. The team stand- 
ings were as follows: 


W. L. Pet. W. L. Pct. 

(. S. Mersick & Bridgeport ....20 22 .476 

Co. .........04 8 .809 Wallingford ...17 25 .404 

Meriden .......27 15 .642 New Britain....11 31 .261 

Salesmen ......27 15 .642 Middletown..... 6 36 .144 
Waterbury .....26 16 .619 


To the high place wholesalers’ salesmen’s team 
went the trophy donated by Brunswick-Balke-Col- 
lender Co., represented by L. W. White, while the 
Meriden master plumbers’ team won the silver cup 
donated by Mr. Mills. These prizes are to become 
the permanent property of the teams winning them 
three consecutive years. There were approximately 
34 other prize awards. 

Henry J. Foell, chairman of the banquet commit- 
tee, greeted the gathering, emphasizing the fact that 
the league, organized last fall, had proved a success 
beyond expectations, as it brought together the asso- 
ciation members in a social way. He thanked the 
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donors of the loving cup and trophy in behalf of the 
league. ‘Toastmaster Mills stressed the closer band 
of lasting friendship that has been enjoyed during 
the bowling season. Other speakers who added their 
praise were Past State President W. P. Kirk, of 
Bridgeport; D. A. Peterson, plumbing inspector of 
New Britain, and Daniel J. Lynch, of Meriden. 

The officers of the league are: Henry J. Foell, 
president; W. H. Groark, of New Haven, secretary ; 
Daniel J. Lynch, treasurer. In addition to Mr. Foell 
on the entertainment committee were C. Ik. Andrews, 
of New Britain, and K. P. Provost, of New Haven. 

® 
New York Boroughs Elect Officers 

The Master Plumbers’ Associations of each of the 
five boroughs comprising Greater New York have 
chosen officers for the ensuing year. In a number 
of instances, the old ofhcers were re-elected. The 
Bronx officers are as follows: President, Harry 
Sugarman; vice president, Fred Habeck; secretary, 
George Arnone; treasurer, Stephen H. Welch; ser- 
geant-at-arms, Anthony Platt. Members of the con- 
ference board are: Al Beyrodt, L. Roch, Frank Ha- 
beck, John Richman and Louis Jarcho. The confer- 
ence committee members are: Fred Schmalstich, 
chairman; Stephen Welch, W. H. Kroepke, Al Bey- 
rodt and Louis Guerr; law committee, W. J. lynn, 
chairman, and EF. Duilauer; membership committee, 
C. W. Kirchhof, chairman; Henry J. Muller and An- 
thony Platt; department committee, Fred Schmal- 
stich, chairman; Stephen H. Welch and W. F. Ebner; 











Some of the advantages offered 
by “Breezo-Fin” Unit Heaters 


25% to 50% Saving 
over 
direct radiation 


Saves No — 
Floor Fire 
Space Hazard 
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Easily Installed 
“ 


“Heat With * Unit Heaters’”’ 


Buffalo Forge Company 
483 Broadway ee ao Buffalo, N. Y. 


Canadian Blower & Forge Co., Ltd., Kitchener, Ont. 





























You can put Oatey *“4in 
1’? Roof Flashings to any 
test they'll meet in serv- 
ice and they'll more than 
pass it. 

Your customers will ney- 
er complain to you of 
the roof work if you use 
only Oateys. 

Your jobber can supply you. 


L.R. OATEY COMPANY 
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All Lead 








The Midland is the original 
all lead, one piece roof 
flashing made from pure 
virgin lead by a process 
which employs low temper- 
atures and no pressure. 
Thus, the pliability of the 
lead is preserved and a Mid- 
land on the job becomes as 
easy to handle as the plain 
metal itself. 


Beware of Imitations. Look for 
the yellow label and the name 
Midland on every flashing. 


Midland Metal Mfg. Company 
KANSAS CITY, MO. *NEWARK, N. J. 


*Niewark plant manufactures roof flashings only 
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BoiLer Stands are 
important equipment. 
Too often they are looked 
upon as not being worth 
consideration. But the 
‘“Eafco will actually save 
you money. It is easier to 
ad just—easier to install and 
you can depend on its 
strength always. Look for 
the name “Eafco” on the 
hase. 
















Ask Your Jobber 
lo Supply You 
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One Piece 

















EASTERN FOUNDRY CO. 


Boyertown, Pennsylvania 
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auditing committee, 
Mintz and J. H. Egan; trade school committee, .\| 
Seyrodt, chairman, and George Arnone; entertain 


ment committee, Fred Schmalstich, chairman; W. |. 
Ebner, C. W. Kirchhof, Anthony Platt and George 


Arnone. 
The Brooklyn officers are as follows: 


William Marseglia; treasurer, John J. Dixon; mar- 
shal, Patrick F. Halloran; sergeant-at-arms, Abra 
ham Cohn. 

The Queens officers are: 
inger; vice president, William E. Foley; 


John F. Rogers; marshal, Charles R. Budrie; ser- 
geant-at-arms, Harry Hauck; executive clerk, John 
F. Rogers; secretary, George T. Clark. The board 
of trustees is composed of George Groff, chairman ; 
Nicholas Donohoe, John Edminton and T. J. 
Whalen. 

The Staten Island officers are: President, mil 
Siekmann; vice president, J. A. Burns; financial sec- 
retary, George Morris; secretary, W. H. Ahrens: 
treasurer, Charles Heap; sergeant-at-arms, A. C. 
senn. The result of the Manhattan election ap 
peared in an earlier issue. 

© 
Milwaukee Again Defeats Chicago Bowlers 


Members of the Milwaukee Master Plumbers’ As- 
sociation showed their superiority over the North 
and West Side Master Plumbers’ Pleasure Club of 
Chicago, as far as bowling is concerned, in the re- 





Top row: L. A. Wheaton of Sloan Valve Co., R. R. Hicks, N. O. 
Nelson Mfg. Co., St. Louis, Mo.; George Barron of Compound 
Injector & Specialty Co., Chicago. Middle row: A. J. Bell of 
John Wood Mfg. Co., L. H. Seott of Wolverine Brass Works. 
Grand Rapids, Mich.; Tom Rae, American Radiator Co., Oklia- 
homa City; M. J. Canary, U. 8S. Supply Co., Wichita. Bottom 
row: W. C. Shanley, Imperial Brass Mfz. Co., Chicago; J. J. 
Sullivan, plumbing inspector, Stillwater, Okla.; J. E. Hesser 


| and IL... R. Graves, both of Standard Sanitary Mfg. Co., Kansa-* 
|City. Photos taken at the recent convention of the Okla- 


homa Master Plumbers’ Association 


Louis (Gsuerr, chairman: \\. 


President, 
Patrick H. Gleason; vice president, Harry Voletsky ; 
secretary, Thomas H. Pinnel; financial secretary. 


President, Jacob Stock- 
recording 
secretary, Lawrence Redmond; financial secretary, 
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turn match played between teams of these associa- 
tions recently at the Elks’ Club, Milwaukee. About 
sixty members of the Chicago organization chartered 
a special train to Milwaukee, and a like number of 
representatives from the Milwaukee organization 
were on hand. 

The Milwaukee first team beat the Chicago first 
team by two games to one, and a score of 2,690 to 
2,478. Prizes were awarded to the following first 
team members: A. P. Backes, Walter Dusold and 
H. Lippert, all of Milwaukee, and Paul Jacoby, of 
Chicago. Prize winners on second teams were: Jo- 
seph Brah, William Schoenrock, Max C. Wiedoff 
and Edw. Borth, all of Milwaukee. Third team win- 
ners were: Frank Fille and D. Wagner, of Chi- 
cago; George Bronenkant, of Milwaukee, and Wal- 
ter Blyth, of Chicago. On fourth teams the follow- 
ing won prizes: M. Nelson, C. Burmeister, F. Zim- 
mer and J. T. Fitzsimmons. Fifth team members 
who won prizes were: H. Skibbe, M. Wagner, Roy 
Hickey and Hugh Fox, all of Chicago. 

A special prize of a ball and shoe bag, awarded 
to the player whose three games were closest to one 
another, was won by William Bahn, of Chicago, who 
rolled 139-134-134. 

* 


New York Chapter Elects Officers 


The Carrier Engineering Corp. was host to the 
New York Chapter of the A. S. H. & V. E. for the 
monthly meeting which was held recently at the 
company’s plant and offices, 850 Frelinghuysen ave- 
nue, Newark, N. J. Over two hundred members and 
guests were present, 

Dinner was served at 6:30 p. m. in the company’s 
dining rooms, where entertainment was furnished by 
the employes. The assemblage then repaired to the 
large assembly hall, where the meeting was called 
to order by President H. B. Hedges. Secretary Ed- 
ward B, Johnson and Treasurer F. E. W. Beebe read 
their reports. The report of Louis K. Berman, chair- 
man of the auditing committee, verified the treas- 
urer’s report. 

Henry G. Izertell, chairman of the tellers com- 
mittee on the election of officers, reported that the 
following would be the officials for ensuing year: 
President, E. J. Ritchie; vice president, A. J. Offner ; 
secretary, E. B. Johnson; treasurer, F. E. W. Beebe. 
The new board of governors will be H. B. Hedges, 
C. W. Brabbee and R. Donnelly. Dr. A. A. Adler 
reported on his activities in Albany, where the so- 
ciety had delegated him to champion their rights in 
the matter of a pending bill for state supervision of 
all heating layouts. This bill was defeated. It was 
voted to appoint a committee to work in conjunction 
with a committee from the Heating and Piping Con- 
tractors New York State 
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WATER HEATER 


for Steam or Vapor Heating Boilers 

The only Indirect Heater having re- 
movable coils without disconnecting pipes. 
Ask your Wholesaler or write us for details. 


BELL & GOSSETT COMPANY 
3000 Wallace St., Chicago, Ill. 
2281 Scranton Road, Cleveland, Ohio 
638 Caswell ~ ne “se 


R. L. Deppmann M. Rivard, Martin, 

Co., 511 Canfield 601 eon Bldg., Rialto Bldg., Sap 

Ave. Detroit, Kansas City, Mo. Francisco, Calif. 
B. 


Mic he J. Mulcahy. 
E. McCloskey,859 Bookhout & Law. oi9 §>. 10th St. 
Paul Brown Bidg.. 331 Madison Ave., 


Min neapolis, 
St. Louis, Mo. ity, N. Y. Minn. 
Haydn Myer, 


Vessey-GilbertCo., John A. Lung- 
2224 Comer Bldg. 2401 Chestnut St., strum, 9 Keely 
Birmingham, Ala. Philadelphia, Pa. . Bldg.Denver,.Colo. 





Also manufacturers of 
“Unitem” Submerged 
Water Heaters 
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“THE LEAD RING IS THE THING” 
The American Ground Joint 


Waste Connection 
with LEAD RING 


Gee Lead Ground Joint Ring 


(Brass Ring if preferred) 














saves time, money and grief. Assures 
a perfectly tight joint, as the Lead 
Ring sets easily to tubing and casting. 
Male and Female furnished. 


AMERICAN CAESARS MFG. CO. 























No. 752 Male Thread ABINGDON ILLINOIS 











Association for the pur- | 


pose of presenting the engineers’ status on another | 


bill before the state legislature, which is endeavoring | 


to regulate the use of recirculated air in all communi- 
ties in the state excepting New 
Buffalo. 

The hosts for the evening were Willis H. Carrier, 
president; J. L. Lyle, vice president and general 
manager, and M. S. Smith, vice president in charge 
of production. The society tendered the company a 
rising vote of thanks for the evening. 


York City and | 





PIPE, -INSTALLATIONS 


A LARGE AND SMALL wil 


LEAK FREE 


are being made with Airco-Davis-Bournonville Welding 
and Cutting Outfits, easily taken toany point on the job. 


AIR REDUCTION SALES COMPANY 


Manufacturers and distributors of Airco Oxygen, Airco Acetylene, Airco-National Carbide 
Airco - Davis - Bournonville Welding and Cutting Apparatus and Welding Supplies 


Chicago rsey City Philadelphia 
Cleveland sore _ Angeles Pittsburgh 
Dayton Milwaukee Richmond 
Detroit Minneapolis Seattle 
Emeryville, Calif. Oklahoma City St. Louis 
Charlotte, N.C. ; Wheeling 
Home Office: 342 Madison Ave., New York City, N. Y. 
75 Plants 110 Warehouses 
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TESTED BRASS FITTINGS 
9 a 


Every Jenkins Brass Fitting is 
put, to a rigid test before it is 
put on the market.When a fitting 
passes this test it is absolutely 
perfect in every detail and ready 

to stand up on the job under 
ie hardest conditions. 



































JENKINS MANUFACTURING CO. 
Bloomfield, New Jersey 
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Fergus M. McLough- 
lin, president-elect of 
New York State As- 
sociation of Master 
Plumbers 





ONCLUDING an administration marked by a 
number of exceptional successes, George W. 
Frank, president of the New York State As- 

sociation of Master Plumbers, presided over that 

body in convention April 15-17 at Schenectady, N. Y. 

The meeting, held for the forty-first year, was fea- 

tured with talks from National President Jere Shee- 








Chicago, Ill.; Past National President Frank J. Fee, 
New York City; Russell G. Creviston, general man- 
ager of the Plumbing and Heating Industries’ Bu- 
reau, Chicago, Ill.; Walter S. L. Cleverdon, professor 
of sanitary engineering, New York University, and 
several others. Among the chief subjects discussed 
were the preparations that are being made relative to 
the four year plumbing course; the new lien law 
which has just been passed in New York; the Indus- 
tries’ Bureau; the employment of a state field secre- 
tary; the national convention at Buffalo in June; 
standing committee reports, and a number of pertin- 
. ent resolutions. 
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New York Association 


Elect Fergus Mc Loughlin 
National Office; Vote 


Presented by the Greater New York Association 
and recommended by the executive committee, a 
resolution which did not favor a permanent location 
for the office of the national association and expressed 
the belief that the best interests of that organization 
can be protected by conducting the office as at pres- 
ent, was carried. 

Another resolution, coming from the state associa- 
tion, dealing with the present practice of the state 
department of public works requiring the purchase 
of plans and specifications for figuring bids on con- 
templated work, presented an arrangement whereby 
the amount paid shall be refunded when the plans 
are returned with a formal proposal. The resolutions 
committee concurred and added that a copy of the 
resolution be forwarded to the state board of archi- 
tects, the department of public works, and the New 


















han. Ir.. St. Louis, Mo.; Past National President York Society of Architects. The convention voted 
John J. Vogelpohl, Cincinnati, O.; Dean Collins P.  tavorably on this. 
Bliss, New York University; Past State President Supporting efforts for a further revision of the 
Past National Presidents 
insert: Jere Sheehan, Jr., president of National Association indi 
of Master Plumbers. Left to right: John J. Vogelpohl of Cin- a , 
. cinnati, Frank J. Fee of New York City, Frank B. Lasette Om 4 
of New York City, Thomas F. Nolan of Albany 
of 

Jere L. Murphy, New York City; William J. Lang, lien law and requesting that the president appoint a 


committee to work with the Association for the Re- 
vision of the New York State Lien Law, was the 
substance of the last resolution carried. 

The recommendation to continue a committee ap- 
pointed by the president to consider the employment 
of a field secretary by increasing the per capita tax, 
was approved by the delegates after A. H. Karl, Mt. 
Vernon, and Harry Sugarman, Bronx, both had 
spoken strongly in its favor. 

A resolution supported by Mr. Fee, providing that 
the president of the national association remain in 
office until he can complete the work started during 
his administration, that a nominating committee be 

















Discuss Needs of Industry 


as President; Vote Against Permanent 


“ 


to Amend Lien Laws a 


elected, and that more than one national vice presi- George W. Frank, Buffalo, opened the convention. 
dent be elected, was after considerable discussion George H. Drake, Buffalo, presented the president 
voted down. with a gavel as coming from the Buttalo association. 
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Group of Former State Presidents 


Insert: George W. Frank, retiring president of the association. Left to 
right: M. J. Kennedy of Brooklyn, Charles W. Kirchhoff of Bronx, August Ebke 
of Buffalo, B. Joseph O'Donnell of Syracuse, Jere L. Murphy of New York Citys 


















Fergus M. McLoughlin, New York City, was 
elected president, while W. E. Stradling, Utica, was 
honored with the vice presidency. John J. Dixon, 
Brooklyn, was re-elected treasurer. President-elect 
McLoughlin chose Vincent J. Duffy, New York City, 
as his secretary, and the appointment met with the 
unanimous approval of the delegates. 

The following committees were named by the 
chairman: Resolutions committee, August [Ebke, 
Buffalo; Thomas W. Edgerton, Brooklyn; E. G. 
Snyder, Rochester. Credentials, George S. Arnone, 
Bronx; Floyd Sharp, Jamestown; T. J. Sims, Sche- 
nectady. Auditing, J. D. Cooley, Manhattan; Robert 
A. Higgins, Manhattan; 
Fred G. Yuhl, Buffalo. Me- 
morial, Stephen H. Welch, 
Bronx; A. J. Heinzle, 


Rochester: G. S. Shutt, 


tan; sergeants-at-arms, 
Jacob P. Sauerborn and 
Ward Snyder, both of 
Schenectady. The first 
named appointee served as 
chairman. 





Approximately 475 regis- 
trants were present in FEdi- 
son Hall when President 


W. E. Stradling of Utica, 
new vice president 





The custom which has obtained for many years, 
that of presenting from the dais the past state prest- 
dents followed, Responding to the call of President 
Frank were: B. Joseph O'Donnell, Syracuse; Frank 
B. Lasette, New York City; Jere L. Murphy, New 
York City; Frank J. Fee, New York City; George H. 
Drake, Buffalo; Thomas F. Nolan, Albany; August 
Ebke, Buffalo; M. J. Kennedy, Brooklyn; Alex. 
Auchinachie, Binghamton; Stephen EH. Welch, 
Bronx, and Martin W. Utz, Rochester. Of these 
Messrs. Fee, Lasette and Nolan are also past na- 
tional presidents. 

Mrs. Arthur Huck, Buffalo, president of the New 
York State Women’s Auxiliary, on being introduced 
said that the women in the western part of the state 
are showing much more enthusiasm toward the aux 
iliary than those in the eastern section but that she 
hoped Greater New York would soon organize. Mrs. 


Jamestown. Reading clerk,- Huck told the convention that 85 per cent of the pur- - 
Vincent J. Duffy, Manhat- chases of plumbing hxtures come from women and a 
pointed out how wives of master plumbers could aid * 


in keeping showrooms and window displays attrac- 
tive to this large percentage of prospects. Besides 
indicating how members of the auxiliary can create 
business by checking the sanitary facilities in gas 
stations, schools and other public places, she sug 
gested to the delegates from the eastern section of 
the state how they would benefit if they would create 
some sentiment for an auxiliary. Mrs, Huck in con 
cluding her talk thanked the Schenectady women for 
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the entertainment preparations which they had made. 

In response to a call from President Frank, Mr. 
Murphy said that Mrs. Huck sounded the keynote 
when she explained the importance of plumbing and 
urged the women whose sons expect to follow this 
science to send them to trade schools so they may 
keep abreast of the rapidly changing trend of the in- 
dustry. 

Mr. Fee, in presenting a fountain pen and desk 
stand to the president of the national association as 
coming from the New York State association to com- 
memorate his visit, said among other complimentary 
things concerning both Mr. Sheehan and his father 
that it was the most pleasant task he has ever been 
called upon to perform. President Sheehan ex- 
pressed his sincere appreciation. 

At the suggestion of Mr. O’Donnell of the Plumbing 
and Heating Industries Bureau, J. R. Crowley, state 
department of education, Albany, said he wanted the 
master plumbers to know that if they have a group of 
hoys whom they desire to help with school instruction, 
the New York State Vocational Trade School is anxious 
to lend its aid. State and federal funds are available 
for this apprenticeship training through evening classes 
in local public schools without cost to the boy or to 
the master plumber, according to Mr. Crowley. The only 
requirement is that the boys be employed as apprentices, 
he said, and added that state assistance in this work may 
be had by writing Albany. 

Frank P. Johnson, also of the state department of edu- 
cation, in a talk enumerated some of the cities that 
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are taking advantage of what his department has to of- 
fer and suggested that the home economics courses might 
help the ladies. Mr. Johnson said further that while 
his department was not yet able to offer federal and 
state funds for trade extension work, he felt that shortly 
courses in estimating, business management, bookkeep- 
ing, etc., will be available to master plumbers. 

Mr. Vogelpohl on being introduced as a past national 
president said that that was an honor to be treasured 
very highly because it signifies that he has been the 
chief executive of the greatest organization in the world. 
Following Mr. Murphy, he stated that a lien law has 
been in effect in his state for some time and it has given 
Ohio master plumbers the protection that New York 
state will now be able to enjoy. Mr. Vogelpohl, speak- 
ing on the national convention, said that it will unques- 
tionably be the biggest and best the association has ever 
held. 

Jere Sheehan Jr., president of the national associa- 
tion, read an excerpt from the proceedings of June 25, 
1884, dealing with the purposes for which the national 
association was formed and said that its efforts are 
still directed toward the advancement of the trade and 
the establishment of sanitary codes. Continuing, he said: 
“We are possessed of a dignified profession, but I hesi- 
tate to say that we have, after 45 years of activity, 
kept faith with the framers of Article 2 as we should 
have. We are lacking in our obligation to them by not 
having at least 20,000 members.” Continuing, he said 
that in his opinion the national organization is not prop- 
erly financed and the remedy lies in raising the per 
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capita tax. This matter, according to the national presi- 
dent, will have to be taken up seriously by the incoming 
officers. 
quite successful in broadening memberships and increas- 
ing revenue where zoning is employed. 

Referring to state codes he said: “There are fourteen 
states represented in the national association that have 


state codes and one is now before the upper house | 


in my home state, Missouri, which will probably pass 
and be signed by the governor. Movements of this kind 
are usually confronted by an element of suspicion in 
newspaper articles as to the benefits that are to be 
derived by the public,” he continued, “and no other 
state has had greater experience in this connection than 
New York.” He said that effort must be made to break 
down this resistance permanently. He cited the lien law 
measure which has just been signed by Governor Roose- 
velt after a fight that probably was prolonged because 
of the unfavorable propaganda that had to be offset. 

In making emphatic the statement that higher tech- 
nical school training is necessary in the industry to- 
day, President Sheehan drew attention to the fact that 
larger size supply lines, greater horse power, hydraulics, 
physics, etc., are factors with which men have to deal. 
In this connection, he spoke of the growing need of 
enlarging classes in institutions similar to Carnegie In- 
stitute of Technology and of master plumbers putting 
their apprentices in trade schools. In closing, he drew 








In back row: 


delegates. 
(eorge H. Kirchoff of New Rochelle, Robert Daines of Yon- 
kers, Thomas Nolan of North Tarrytown. Front row: Charles 


Top picture: Westchester County 


Morgenweck of Bronxville, Arthur Fuchs of White Plains, 
secretary; E. J. Sheppard of Mt. Vernon, field secretary; 
Andrew H. Karl of Mt. Vernon. Middle picture: Dean Collins 
P. Bliss of New York University, Andrew R. MceGonegal, chief 
inspector of plumbing, Washington, D. C.; Walter 8S. I. 
Cleverdon, professor of sanitary engineering, New York Uni- 
versity. Bottom picture: T. J. Sims, chairman of committee 
on arrangements for the ladies; William D. Atkins, secretary, 
Schenectady association; Frank V. De Forest, treasurer of the 
Schenectady association 


He also said that several states have been | 
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THE 


attention to the national convention to be held in Buf- 
falo during the week of June 24, where all previous 
conventions are to be surpassed both from the stand- 
point of the program that has been arranged and in 
the matter of exhibits. 

Mr. Murphy, presented by President Frank as _ the 
most ardent worker for the association and the man | 
responsible for the new lien law measure, was boister- 
ously cheered. In acknowledgment he said: ‘The 
plumbing industry of the state of New York is respon- 
sible for this most beneficial piece of legislation in con- 
nection with the building industry and had not the 
state association lent its aid to the fullest it would not 
have been effected. The previous law was of no value ; 
but rather a detriment, especially in New York City, 
where approximately 95 per cent of all construction is 
_ dependent on financing by building or permanent loans.” 
_ Speaking briefly on the law, Mr. Murphy explained 
how under its letter, a builder is but the costodian of 
the funds he borrows on the building he is having erected 
and the money borrowed must all be paid to those em- 
ployed in its erection. In an effort to impress the 
significance of the point, the speaker cited the example 
_of a man who some time ago borrowed $200,000 to erect 
_a building, paid over but $97,000 and used the balance | 
for other personal purposes. Being involved to some 
extent financially, Mr. Murphy wrote District Attorney 
Banton, who replied he would have difficulty collecting : 
because the builder was just within the law. 

The speaker then described the steps taken about two : 
years ago to form the association for the revision of | 
the New York State lien law in which about fifty building 
trades were represented and 140,000 men were inter- 
ested for every city and town in all parts of the state. 
“In this work President Frank and many members of 
the state association had a prominent part,” the speaker 
_ said, “and spurred by the statement of Governor Roose- 
velt on signing the bill, which becomes operative on 
October 1 next, that the industry is entitled to more | 
protection than the bill embraces, the organization is to | 
be kept intact in an effort to put through further amend- | 
ments.” 
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Mr. Murphy found fault with the Donnelly law, 
which he classed as a most unfair piece of legislation, in 
that it permits dairymen and farmers to set prices on 
commodities, and said that it should be repealed. Mr. 
Fee’s motion that a rising vote of thanks be extended 


Mr. Murphy and his colleagues carried. 


Mr. Creviston, addressing a New York state con- 
vention for the first time said: “It is not the function 


The face of the Shower Head is Radially Drilled of the Plumbing and Heating Industries’ Bureau to tell 
to use the smallest quantity of water and dis- 
tribute it over a large area, equalling a five inch 
shower head and many types of six inch heads; 
the water used ranges from four to ten gallons per 
minute at pressures from twenty to sixty pounds. 





the contractor how to run his business but to act as a 
federation of the three branches of the industry and in 
so functioning it commands a position rather unique in 
_ the field of trade associations inasmuch as problems have 


“. FOR A BETTER SHOWER to be met that are not common one to the other.” The 
Niedecken Showers are operated by the industry, he said, is facing more problems today than 
Niedecken Mixer and complete with the J om 
Easy Clean Shower Head ever before, due in large measure to changes that hav« 





| been injected into business. These changes, according to 
the speaker, are without doubt permanent and are not 

HOFFMANN & BILLINGS MEG. Co. the whim of any individual but the result of the stead) 
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Top row: August Hansen of New York City, Harry Sugarman, 


May 4, 1929 

















president of Bronx association; Willard G. Waters of Riggs- 

Dissler Co. Middle row: Past State President Stephen H. 

Welch, Mr. and Mrs. W. F. Ebner, and Anthony Platt, all 

of Bronx. Bottom row: William J. Buehler of Scarsdale, 

secretary of Westchester County association; John H. Brogan, 

president of Exchange Mutual Indemnity Insurance Co., 
Buffalo 


proximately $1,145,000,000. This shows the plumbing 
and heating industry to be a very large one. 

Mr. Creviston further said that goods were first pro- 
duced and sold as they were needed but the growth of the 
country is not adequate to keep everyone busy and absorb 
all that is produced; therefore business must be created. 
Touching on mass production, he said that manufacturers 
must choose places in which to dump their surpluses, ap- 
proaching that market usually on a price basis, with the 
result that often the confidence of the industry is shaken. 
In this connection, the speaker said that if the Federal 
Trade Practice Conference that is being arranged is 
reasonably successful much of this will be corrected. + 

The manager of the Bureau said he has analyzed 
conditions as an engineer from the angle of the contrac- 
tor, wholesaler and manufacturer and, being thoroughly 
familiar with the problems, the bureau stands as an im- 
partial medium through which changes of benefit to all 
three branches may be discussed. He emphasized the 
tact that the present method of distribution is really 
recognized as being the most economic. Continuing, he 
said that the most successful method of creating business 
is by group effort and the bureau with the market data 
that has been compiled can provide a short cut in find- 
ing jobs, estimating costs, and doing work at a profit. 

On the subject of apprentice training Mr. Creviston 
said, “Your bureau has had from the time of its inceptione 
an interest in the training of boys so that proper in- 
stallations may be assured.” In conclusion the speaker 
pointed out that despite the fact that more than 6,000 
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of the bureau is threatened because, owing to the in- 
difference in the attitude of eastern master plumbers, 
manufacturers and jobbers are considering a reduction in 
their financial support. 

At the end of this talk, Harry Sugarman, president 
of the Bronx association, moved that Mr. Creviston and 
the members of the bureau be extended a rising vote of 
thanks. Mr. Murphy, in seconding the motion said, “1! 
feel that Mr. Creviston is the man to head the bureau as 
he is impartial.” Mr. Fee, speaking on the question, 
added, “‘As one who has criticized the bureau, I want 
Mr. Creviston to know that I feel many constructive 
changes have been made in it and I am willing now to 
take the bureau manager at his value.” This motion was 
carried, 


Dean Bliss said at the outset of his address, “‘Master 
plumbers seem to be the most wide awake and loyal 
people with whom I have ever come in contact.” Re- 
ferring to the three day institute he said that the older 
men seemed more interested than the younger. Replying 
to his own question, “Why is plumbing so vital?” the 
Dean drew attention to the black plague of London, the 
excessive death rate at the outset of construction in 
Panama when the canal project was launched, and other 
serious outbreaks, all of which were relieved only by 
proper sanitation. 


“The complicated tasks confronting the master 
plumber in the vital necessity of making homes and build- 
ings thoroughly sanitary have been in a measure at least 
the means of bringing technical institutfons to appreciate 
the need of including this science in courses of instruc- 
tion,” he said. New York University in line with this 
thought has definitely decided to establish a full four 
year program and in February, 1930, a three-year certifi- 
cate course, the Dean explained, and in this connection 
pointed out that funds for its establishment, as well as 
its maintenance are necessary, plans for which are now 
being worked out. Giving some idea of costs per 
student, Dean Bliss said that at present his institution 
has to pay 2.12 times the fee received from each student ; 
this ratio, however, is to be reduced to 1.82 when tuition 
schedules are revised. The complete plan for the erec- 
tion of a building involving a cost of a 
$650,000, pledges toward which have been received i 
considerable amounts, said the Dean, will be alae 
later and he suggested that in the meantime contractors 
might approach some of the manufacturers and whole- 
salers offering the opportunity to assist. 

William J. Lang, speaking as a member of one of 
the active committees of the Industries’ Bureau, said that 
until eight months ago he was not sold on it but since 
its policies have been changed he, too, has changed in 
his attitude. He called attention to the fact that the bu- 
reau is not sold in the east as far as contractors generally 
are concerned and, therefore, is not getting the support 
it should from the manufacturers and jobbers from 
whom these contractors purchase materials. After enu- 


' merating a number of the state associations from which 


contributions have been paid and calling attention to the 
efforts that are being made by the bureau in assigning 
Mr. O’Donnell to the state and John C. Keene to Metro- 
politan New York, Mr. Lang urged that at least the 
accord it a vote of confidence. 

(To be Concladed) 
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Group of delegates attending the convention of the Arkansas Master Plumbers’ Association 


Arkansas Organizes for Membership Drive 


Re- Elect All Officers; Add Five Additional 
Vice Presidents 








Left to right: Al. Borman, Hot 

Springs, treasurer; J. K. LeCroy, 

Hot Springs, president; G. W. 

Shirley, Van Buren, first vice 

president; J. H. Bilheimer, Jr., 
of Little Rock, secretary 





RGANIZING for a year of vigorous effort to 
build up membership, the Arkansas Master 
Plumbers’ Association, meeting in Little 

Rock on April 10 and 11, decided that the officers 
who had served during the past year should be con- 
tinued in office to give effect to the plans for growth. 
To assist them in the work, five additional vice presi- 
dents were elected. Each is to be, in effect, a zone 
director, and to have the duty of attempting to ar- 
ganize the trade in his portion of the state. 

The officers re-elected for the coming year were: 
President, J. K. LeCroy, of Hot Springs; vice presi- 
dent, G, W. Shirley, of Van Buren; secretary, J. H. 
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Bilheimer, Jr., of Little Rock; treasurer, Al Borman, 
of Hot Springs. The five new vice presidents are: 
H. Himstedt, of Little Rock; H. S. Lazarus, of Cam- 
den; Oscar brooks, of Arkadelphia; A. R. Jones, 
of Siloam Springs, and E. D. Wakenright, of Searcy. 
The board of directors retains A. H. Pfeifer, Little 
Rock, who has served for several terms. New mem- 
bers elected to the board were P. A. Shaw, of Little 
Rock, and W. N. O’Quin, of North Little Rock. 
Other than the resolution which suggested the 
election of the five new vice presidents, the follow- 
ing were brought in by the resolutions committee, 
composed of A. H. Pfeifer, of Little Rock; Lewis 
Hartmeier, of Ft. Smith; C. L. Jones, of Lit- 





ee 








H. O. Green of Tulsa, Okla., national director; Col, W. G. Archer, of 
Plumbing and Heating Industries Bureau; E. G. Byrd, field represen- 
tative of Heating and Piping Contractors National Association 
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tle Rock, and Al Borman, of Hot Springs. 
That the president appoint a_ better  rela- 
tions committee; that the idea of a perma- 
nent national office be approved, the office to 
be situated in St. Louis; that the associa- 
organi- 





tion go on record as favoring the 
zation of a woman’s auxiliary, and that the 
secretary so advise the president of the 
national auxiliary; that an expression of 
regret be forwarded to the national office for 
the loss of a prominent member by the death 
of Albert J. Wilson, of San Francisco, past 
national president. 
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| Hear National Director 


During the first session of the convention, Presi- 
dent LeCroy called on H. O. Green, of Tulsa, a na- 
tional director, to address the meeting. In part Mr. 
Green said, “At the meeting of the board of direc- 
tors in St. Louis in November, the national presi- 
dent proposed that Mr. Thomas, of Texas, and my- 
self choose the places to which we wanted to go. 
Arkansas was one of the states I chose. 

“Oklahoma has gone through the same ups and 
downs that Arkansas has. But I can truthfully say 
that Oklahoma at the present time, so far as organi- 
zation goes, and so far as vesulits go, is in better 
shape than it has ever been. I do not think that 
there is another business that is any more important 
than ours. Dr. Mayo says that medicine is fast 
passing out, and that sanitary engineering is going 
to take the place of medicine by preventing the ills 
EATING engineers the doctor is now trying to cure.” | 

have done much to Mr. Green then explained the working of the zone 


increase the comforts of 
the home in cold 
weather. Through the 














\urnnacire HEAT 





system in his home state, Oklahoma, and said that 
at their recent annual convention, there were forty 
new applications for membership. He stressed the 





yn, necessity for selecting the right men to act as zone 
development of the governors, and cited one instance where within a 
ELECTRIC FURNACE- week after the convention had closed, he had seven 


MAN they have, at last, 
completely solved the 
problem of home heat- 
ing. 


applications from a new zone governor in a city 
where the state association had previously not had 
. a member. 





“It is not enough,” said Mr. Green, “for a member 
merely to pay dues. If you have a hundred members 
working with each other to help the industry, you 
will help it. We hear a lot of complaints about the 
wholesaler, but I believe that the thing can be cor- 


it is now possible to 
obtain automatic heat 
with a fuel that is recog- 





nized as being absolutely rected among ourselves.”’ As an instance of inter- 

SAFE — CLEAN — and est in association work, Mr. Green said that there 

ECONOMICAL. 7 are forty shops in Tulsa, and thirty members in the 
Pane 6 local association. Twenty-five of them were pres- 

Can be installed in afew 2 - 

an be installed in a tew -““tz ent at the last meeting. 

hours, with hardly any “The government recognizes that a man must get 

interruption of heating 7 more out of a job than he puts into it. In making a 


service. survey of the plumbers, the government has decided 
that they are not paying enough income tax. Posst 
bly not. They never will until they ask more for 
their jobs than they are putting into them.” Mr. 
Green cited the case of a man who had joined the 


association and, after listening to the information 

gained at meetings, cut down the volume of his busi- 

ness. Already this year he has a greater net profit 
Umace- than for all of last year. 








In closing, he c imented J. H, Bilheimer, Jr., 
USED IN THOUSANDS OF HOMES mi — “ yr somncungcind me "tow. thie J 
] port of last year’s meeting. Mr. Green said that he 


The ELECTRIC FURNACE-MAN 9 burns 
ANTHRACITE in the economical Buckwheat 
or Rice sizes—feeds it to the firepot, extract- 
ing the full heat value from the coal, and 
removes the ash to a dust-tight container. 


had never heard one more complete, even when such 
meetings had been reported by court stenographers 

Reporting for the legislative and code committee, 
C. L. Jones, its chairman, told of the difficulties en- 
countered in trying to secure the passage of a code 
He said that a code had come up in the legislature 
Distributors in principal cities. several years ago, but had not been passed. Mr. 
Jones said that the effort to secure the passage o! 
a code would not be successful until there was bet 


DOMESTIC STOKER CO. _ter organization throughout the state. 


Gillespie Bldg., 7 Dey Street, New York | Mr. Green again took the floor to point out th 


No grates to shake—-no drafts to regulate 
no amoke, smudge or odor. 


Adaptable to any type of heating plant 
steam, warm air, vapor or hot water. 





Patented product of 
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fact that Oklahoma had not been successful in get- 
ting a code through the legislature. He felt that 
the proper way to present the code was as a health 
measure, and told how the master plumbers and 
journeymen of Oklahoma are working with the state 
board of health to draw up the code. It will then 
he presented as a health measure. 


President LeCroy Reports 


President LeCroy pointed out that in appointing | 


the committee on the code, he had done so more 
with the idea of working up sentiment throughout 
the state during the year for the code so that when 
it does come up before the legislature there would 
he a chance to have it passed. 

At the opening of the second session of the con- 
vention, President LeCroy read his report as presi- 
dent. “When you honored me with the presidency,” 
he said, “I tried to work out a plan which would do 
the most good. First, | tried to get a communica- 
tion to every individual in Arkansas who was in the 
plumbing business. I circularized one hundred and 
fifty-two members and solicited their support. To 
this letter | received no response.” 

The recommendations embodied in the president’s 
report were: That a permanent committee = on 
scholarship and apprenticeship be appointed to work 
with the national committee; that a special commit- 
tee should work out a standard installation to be 
used throughout the state and to have that standard 
adopted and enforced throughout the state. ‘This 
would have a tendency to prepare the way for the 
state code. 

“T received a letter from C. M. Ziegle, field organ- 
izer for Texas,’ said Mr. LeCroy. “He suggested 
that we co-operate in establishing a permanent office 
for the southwestern territory, including Arkansas, 
Oklahoma, Texas and Louisiana.” 

Mr. LeCroy also recommended the election of 
the additional vice presidents and the setting up of 
a better relations committee. 

After H. O. Green had gone very thoroughly into 




















Top picture: &. R. Jones, Siloam Springs, one of the new vice 

presidents; H. M. Sturtevant, Springsdale; W. 8S. Duggans, 

Fayetteville. Bottom picture: Fred Hummel of Fort Smith, 

0. Brooks of Arkadelphia; H. 8. Lazarus, Camden; the latter 
two are new vice presidents 
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You couldn’t do more than 
has already been done for you 


If you were to employ the most competent tool experts and testing 
laboratories to test all pipe tools that they might determine the exact 
types that would be the most efficient, most serviceable —-you could do 
no more than ARMSTRONG BROS. have already done for you. 


The designs, proportions, ma- 
terials and principles embod- 
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the work of the national organization, paying tribute 
to Jere Sheehan, Jr., as one of the outstanding na- 
tional presidents, Col. W. G. Archer, representing 
the Plumbing and Heating Industries bureau, took 
the floor. He referred to Mr. Green as an outstand- 
ing figure in the national directorate, and called at- 
tention to the unusual fact that Mr. Green had been 
selected twice to serve on the national board. 

On the second day of the meeting, the convention 
listened to E. G. Byrd, field representative of the 
Heating and Piping Contractors National Associa- 
tion. In part Mr. Byrd said, “We believe that, with 
the proper program, a local association can bring 
the heating business back to the heating contractor. 
Our association for twenty-five years has been work- 
ing on standards. Today we can come to you with 
a complete set of standards. Our radiation chart 
is on the old B.t.u. method, simplified, charted and 
plotted. Our charts are based on weather reports 
for the particular city in which that chart 1s made. 
The boiler sizes are our own. Pipe sizes are the 
same as those of the American Society of Heating 
and Ventilating Engineers. We expect within the 
next sixty days to have a complete set of standards 
for oil and gas burning boilers. 

“We believe you have to have something to sell 
other than price if you are going to make any money 
out of this business. With that in mind we have 
developed what we call ‘Certified Heating.’” Mr. 
Byrd then went on to point out that the certified 
heating idea was of a merchandising nature, being 
merely a good heating job prepared for selling. 
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Thirty-two associations, he said, are at present work- 
ing under the certified plan. Answering a question, 
he said that they had one association with only three 
members, and another with one hundred and sixty- 
eight, all of whom are paying an income tax. 

“With certified heating,” said Mr. Byrd, “we are 
trying to give the public a yardstick with which to 
measure a good heating installation.” At the con- 
clusion of his talk, Mr. Byrd distributed a radiation 
chart, worked out for St. Louis, Mo., which indicated 
that such charts are available for thirty-one other 
cities. He also distributed a booklet describing thie 
certified heating program. 


Col. Archer Represents Bureau 


Col, Archer’s address was received with enthu- 
siasm. As his theme, the colonel pointed out that 
we are passing through a period of change. “Only 
that man can hope for success who puts away yester- 
day’s successes,” he said, “and studies how to do 
something different today. To that end we need 
help. The day is past and gone when a man can 
play a lone hand and be an outstanding success. 
I’verything we have in life that is worth while is the 
product of organization. Organization is educa- 
tional,’ he said later. “It gets a man in touch with 
fellows who have more experience, so that he may 
gradually find himself lifted out of the rut of indif- 
ference.” 

Col. Archer went on to stress the need for organi- 
zation, illustrating his points with some of his en- 
gaging stories. He insisted that organization is nec- 
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essary to serve the interests of the three branches 
of the industry, because what hurts one branch will 
hurt the other two. 

In closing his talk, Col. Archer referred to the 
fact that a number of other states had made volun- 
tary contributions to the bureau, and suggested this 
as a measure of encouragement to the men responsi- 
ble for its operation. Al Borman, of Hot Springs, 
treasurer of the state association, arose to move that 
each member be assessed two dollars to be passed 
on to the bureau. The motion was passed unani- 
mously, after some discussion as to whether it should 
be made a part of the dues, this idea being tabled. 

A suggestion which arose during the last session 
was that the association place in the hands of the 
wholesalers’ and manufacturers’ salesmen printed 
application blanks with the idea that these men 
might secure members for the state association. 
This suggestion arose out of the fact that two men 














. 
—< 


Top row: Hickey Himstedt of Little Rock, state director; F. 
J. Ahrens of Stuttgart. Middle row: W. R. O’Quin, North 
Little Rock; J. W. Stansbury, G. C. Evans, CC. B. Davenport, 
all of Little Rock. Bottom row: The Fort Smith delegates 


working in Oklahoma had brought in twenty-nine 
paid memberships. 

As the last order of business, an invitation was ex- 
tended to the association to hold its next annual 
convention in Ft. Smith. After some discussion as 
to whether it would be wise to hold the meeting in 
the extreme western part of the state, it was de- 
cided to do so on the grounds that it would help in 
the organization of that portion of the state, and 
would arouse much more interest than if the meet- 
ings were held regularly in only one or two cities. 
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LINDE OXYGEN & 
Everything for The Linde Air Products Company 
FrestO: 
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30 East 42nd Street, New York, N. Y. In principal cities of the country 








All WISE CO PRODUCTS can now 
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specified. NICKELSILVER 
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been added as STAN D- 
ARD EQUIPMENT. 
These two distinc- 
tions make WISE- 

CO a still great- 
er LEADER 
in the field. 


J.B. WISE, Inc., Watertown, N. Y. 
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| Fert miss the chance of com- 


peting for all the business in your com- 
munity. Maddock offers you three 
finely-made, elongated bowl closets, 
unusually priced. 


THomas Mappock’s Sons Co. 


Trenton, New Jersey 
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Every week more and more plumbing 
contractors are clinching the house heating 
business in their communities by taking 
on the sale of Roberts Controlled Gas 
Heating Units. Quickly and = easily 
installed in 
any hot water, 

steam or warm % ‘7 
air furnace. 
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today 
for sales 
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ROBERTS GAS BURNER 
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MARSHALL FIELD GARDEN APARTMENTS—CHICAGO 
Equipped throughout with Sloan Valves 
A. J. Thomas, Architect United Pl. & Htg. Co., Plumber Crane Co., Plumbing Fixtures 


; IGHTEEN years ago Sloan Valves were 
| selected for the Vanderbilt “East River 
| Homes’ and since then they have been used 
in nearly every similar installation, including: Paul 
Lawrence Dunbar Apts. (Rockefeller), Thomas 
Gardens Apts. (Rockefeller), East River Homes 
(Vanderbilt), Michigan Blvd. Gardens (Julius 
Rosenwald), and Marshall Field Garden Apts. 





The service Sloan Royal Flush Valves rendered in 
Housing Developments, together with the fact that 
they do not require regulating, hence, have no 
regulating device to be tampered with (a very 
important feature in this type of building), are two 
of the many reasons why Sloan Valves were selected 
for the Marshall Field Garden Apartments. 





SLOAN VALVE COMPANY 
CHICAGO 


Manufacturers of Flush Valves exclusively since 1906 
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BUSINESS REPORTS FROM LARGE JOBBING CENTERS 








Range Boiler Prices Are Advanced 


EPORTS from wholesalers in the large distributing centers for plumbing and heating materials m- 


dicate quite definitely that business so far thts year has fatled by 
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a le >] 2 welt ad "1 ory la 
crease OF 34 Per cent over the 


the March 1928 total. Of the eight geographic districts 


showing a drop from the preceding month’s totals, and 


‘otal for March last year. 


’ 


is 15 per cent below that for the corresponding period of 1928, 


NEW YORK 


Demand Continues Irregular— 


A review of the Greater New York 
plumbing and heating supplies’ mar- 
ket since early March would place 
most of the emphasis on the price sit- 
uation. In face of a demand that has 
been and continues to be irregular and 
slow to expand, manufacturers’ quota- 
tions on the majority of the major 
items have held exceptionally well. 
The high copper market probably in- 
fluenced this condition, according to 
some sellers; but even since copper 
prices dropped a few weeks ago, 
Plumbing and heating material prices 
Demand, 
though, has not been uniform——heavy 


have remained _ steady. 
for a day or two, then falling off 
sharply. 

An analysis of construction con 
tracts awarded weekly over the period 
from the middle of March to late April 
discloses the fact that in this territory 
rather wide variations have obtained 
Instances of this are seen in compara- 
tive figures of the last weeks in April 
when, according to the report of F. W. 
Dodge Corp., there was a drop of 21 
per cent one week over the preceding 


seven davs, a substantial increase dur 


ing the next like period, and then 
quite a drop from the unusually high 
mark established during that week 
The last availabl report trom this 
source disclosed that there was $25, 
754,240 worth of new construction 
work contracted for in this area. A 
Lhreank-down of this total included the 
following important classes of work 
$15,406,000, or 65 per cent, of all con- 


struction for residential buildings; 
33.460.000, or 15 per cent for com- 
mercial buildings; $2,265,900, or 190 
per cent, for public works and utili- 
ties, and $797,100, or 3 per cent, for 
educational projects. It also showed 
that new construction contracted for 


in this area since the first of the vear 


has reached a total of $389,5349,500, 


"/ 
Z 


making a daily averag 
as compared with a daily average of 


$5,027,900 tor ne construction con 


tracted for during the first four 
months of 1928. 
Some progress has been made to- 


ward bettering the credit situation 
generally. These efforts have in many 
cases noticeably affected volume, but 


on the other hand have been condu- 
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overed by the report, leras was the only territos 
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The amount of new construction contracted during the firs WO) 


C1Veé of a more commensurate return 
nn sales. (‘omparatively few price 
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ie form of new 


last revisions came In t 
list from a number of the wrench 
manufacturers, readjusting prices and 
some producers of range boilers ad 
vancing quotations on all size 
Soil Pipe 

The heavy soil pipe bookings made 
by most wholesale houses in Novem 
ber and December last vear did with 
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the demand since the middle of March 
that was forthcoming last year and in 
1927 over this same period. April, 
giving a little better account of itself 
proportionately, was in most instances 
disappointing and the closing days 
were not productive of the usual last 
of the month buying. When a 
parison is made over the similar pe- 
riod where wrought iron pipe is con- 
cerned, 1929 has made a rather good 
showing, although more was expected 
of April than seemed to exist in the 
way of consumption. Quotations from 
mills are firm at the prices that have 
obtained for some time. Shipments 
are made in a satisfactory manner. 
Fittings 

When a comparison of fittings’ 
sales’ volumes is made between the 
gix weeks just passed and the similar 
time of last year, it is found that 1928 
generally will have a slight edge, but 
in the matter of dollar value this year 


com- 


can boast a substantial margin. The 
stocks of most jobbers might be con- 


sidered rather broad both as to assort- 
ment and volume. Demand from con- 
has not 
means; as a consequence, 
not getting orders that the 
quantities they might. from 
manufacturers have not been changed. 
Shipments are undelayed. 
Enameled Ware 

The past two months have given a 
rather good account of 
where enameled 


tractors been heavy by any 
makers are 
entail 


Prices 


themselves 
fixtures are con- 
cerned. Jobbers have shown no incli- 
nation to build but 
stead seem satisfied to go along on the 
policy of Prices 
have not been manufac- 
turers, who generally rendering 
shipping service that is satisfactory. 
Pottery 


iron 


their stocks, in- 
buy-as-needs-arise. 
changed by 


are 


Late March and early April 
productive of a good amount of pot- 
tery business, due to the numbers of 
buildings which 


were 


on fixture contracts 
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week or ten 


that is 


but the 
witnessed a 


past 
lull 
sellers to be only 
coming into 
bowls 


were made, 


days has ex- 
pected by 
rary. Jobbers 

market for wash-down 
tanks with greater frequency. Makers’ 


stocks are sufficient to keep deliveries 


tempo- 
the 
and 


are 


prompt. Prices have not been changed 
by manufacturers. 
Plumbers’ Brass Goods 

Factory shipments have been good 
since early March and still are loom- 
ing as a factor in both cast and tubu- 
The hesitancy of new 
business to come forward, though, has 


lar brass goods. 


during the past few weeks been a 
source of annoyance to most produ- 
cers. Shipments are going forward 
from factories satisfactorily. Produ- 
cers have not changed prices. 
Range Boilers 

One producer of range boilers ad- 
vanced prices on April 20 with the is- 
suance of a new sheet; several other 
makers have since taken similar ac- 
tion. The larger sizes were affected 
slightly more than the 30 and 40-gal- 
lon types. Jobbers, because of their 
rather large stocks, did not react 
quickly. Then, too, the demand from 
master plumbers has been slow all 
during the year when the activity of 
the first four months of 1928 is con- 
sidered. Factories can ship readily. 


Boilers and Radiators 
the 
been 


Buying in boiler and radiator 


has spasmodic during 
April and has followed rather 
the trend of building. The total 
nage sold this year thus far suffers by 


comparison with the sales of the first 


market 
closely 


ton- 


four months of 1928, at least where 
some manufacturers are concerned. 
Jobbers are for the most part reflect- 
ing in their purchases the demand 
from their trade. The warehouses of 
producers are well supplied, making 
it possible to ship promptly. Prices 


to jobbers have not been changed. 


.’* 


CENTRAL WEST 


Jobbers’ Turnovers Continue Light— 


Wholesalers in the Chicago area 
agree quite generally that the total 
volume of business consummated dur- 
ing the first four months of this year 
is considerably below that for the cor- 


responding period of 1928. It only 
stands to reason that jobbers’ turn- 


overs are better now than during Jan- 


uary and February, which are, of 
construction. 
interviewed dur- 


fortnight, say 


course, slow months for 


Several wholesalers 
ing the 
that the improvement 
Others, while 


what sharper upturn in contractor de- 


past however, 
is only slight. 


experiencing a some 


mand for the past month or indi- 
that their turnovers 
nearly as heavy as it expected 
the May 
Reports have it that most job- 


bers have tightened-up on their cred- 


So, 


cate are not 


was 
they time 


would be by ar- 


rived. 


its, and that collections are conse- 
quently somewhat better than they 
were earlier in the year. 

New construction in Chicago con 
tinues to show a falling-off from last 
year. During the week ending April 
27, 205 permits were issued in Chi 


cago with a valuation of $5.658.10060. 


as compared with 266 permits with a 
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$11,078,400 
responding week of last year. 

In the entire Central West territory, 
Dodge 
worth 
build- 
during 


valuation of for the cor- 


according to F. W. 
$159,609,300 


however, 


Corp., there was 
for 


work 


of contracts awarded new 
and engineering 
March. This 
per cent over February, but 9 per cent 
than the total March, 1928. 
According to the report, 
construction started in the Central 
West during the first quarter of this 
year shows a loss of 16 per cent from 
the the first 
quarter of 


ing 
was an increase of 61 
less for 


Dodge new 


amount started during 
last year. 
Soil Pipe 


The two weeks brought little 
change in business for representatives 
pipe this 
and reports indicate that the new vol- 


Orders for 


past 


of soil foundries in district. 


ume tonnage is light. car- 
Wholesalers have 
Foundries are 


shipments 


loads are scattered. 


g00d working stocks 


offering imn)-diate and 


their price sheets unchanged. 
Pipe—Steel and Wrought Iron 
steel] 


only moderately 


are 


Contractor necds for and 
vrought iron pipe are 
for this 


continue to 


good season, and mill 


repre- 


sentatives find business 


with a spotty tone, according to most 
reports. Wholesalers are maintaining 
average working stocks and mills are 
making quick deliveries Some job- 


bers reported a better movement of 


pipe during the past fortnight in com- 
parison with the preceding two weeks, 
Mill prices are unchanged. 

Fittings 
plumbers 


Requirements of master 


in this and cast 


the 


district for malleable 


iron fittings were fair during two 


weeks just most 


And, as 
well 


passed, according to 


reports. most jobbers have 


and assorted stocks, this 


ample 
business is ordinarily being taken care 


of promptly. Jobbers are re-ordering 


about as material is moved into con- 


sumption. No price changes have been 


announced by producers. 
Enameled Ware 
manufacturers’ 


Most representa- 


tives interviewed during the past fort- 
night seem to be dissatisfied with the 
volume of business contracted for so 
far this year. While there has been 
some improvement since the first of 
the year, current demand is not up to 
what it was a year ago at this time. 
teports from the department of com- 
merce for the entire country show 
that approximately 70,000 fewer 
pieces of ware were shipped in March, 


in comparison with the same month 


of last 


year. 


Pottery 


Figures recently released by the 
department of commerce for the en- 
tire country indicate that manufac- 
turers’ shipments of pottery for March 
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were below those of the correspond- 
ing month of last year by close to 90,- 
000 pieces. Manufacturers’ representa- 
tives in this district, in general, agree 
that their volumes so far this year 
are untavorable in comparison with 
the corresponding period of 1928. 
turnovers are light, ac- 
cord! to the majority of reports. No 
new price schedules have been issued 


Dy Pott rs 


Plumbers’ Brass Goods 


At the time of going to pre 
word had been received from manu 
facturers of any change in price on 
cast or tubular brass goods for this 
territory lianutacturers’ salesmen 


ay that new buying continues light. 
Most obers have satisfactory stock: 
necessary, are taking 
small fill-in quantities. Shipments 
prompt. 


DOMESTIC ENGINEERING 


Range Boilers 

Since our last report the majority 
of range boiler manufacturers have 
advanced their prices to wholesalers 
on practically all sizes, the larger sizes 
coming in for a somewhat sharper up- 
turn. Buying by jobbers before the 
higher prices became effective was 
only fair, according to most reports, 
miany distributors already being in 
possession of good stocks. Shipments 
are going forward on schedule. 

Boilers and Radiators 

Reports from manufacturers in this 
district indicate that a fairly good sea- 
sual amount of business was trans- 

ed in the last part of April. Heat- 
ing contractors are only moderately 
busy in the territory, according to 
most reports. Factory and warehouse 
stocks are ample and shipments are 


eoing out on schedule. 


MIDDLE ATLANTIC 


Little Gain In Distribution— 


Activity in the Middle Atlantic mar- 
ket has shown but slight change 
where plumbing and heating supplies 
are concerned since the last published 
report While competition for the 
business that presents itself is 
markedly keen among sellers, prices 
generally are maintained remarkably 
well. Jobbers for the most part ar 


showing no inclination to make en 


ragements far beyond likely nearby 
requirements. Reports from whole- 
salers further indicate that busines 
has not attained the position as far 
as volume goes that it should in ac- 
cordance with the pace set in the past 
year or two. However, reports indi- 
cate that some sellers are paying less 


attention to volumes. 


The trend in construction through- 
out this territory has not yet definitely 
shaped itself and, as a matter of fact, 


continues to show a wide range from 


week to week in both amounts In 
voived and the number of buildings on 
which erection awards have been 
nade An example of this is set forth 
in the reports of F. W. Dodge Corp. 


7 


tor the iil eenth WeeK when 395 huild 


ing contracts were awarded involving 


a total ypenditure of $18.330.1600 
against °42 awards amounting to 
€11.737.000 during the 16th weel 


Some of the wrench manufacturers 


forwarded to jobbers rearranged pric 
list Witihll | pa 
which compared it! Cike ld hy I 
disclo lowering of some. price 
and an advance of others Several 
rans ile mnufacturer advanced 
price on practically all sizes, the 
larger coming in for a sharper 
uptur No difficulty is experienced 


in getting satisfactory deliveries from 
nianufacturing sources. 
Soil Pipe 
There was little that transpired 
during the past fortnight of an en- 
‘ouraging nature in the way of buy- 
ing interest on the part of wholesale 
houses. In general the latter seem 
still able to meet the demand from 
master plumbers without the need of 
calling on producers for immediate 


shipments. It is true, however, that 


ie requirements of contractors have 
not reached proportions equal to the 
volume of a year ago. Manufacturers’ 
Gguotations seemingly have lost none 
of the steadiness with which they 
have been marked for some time past. 
Cast iron pipe is readily obtainable. 
Pipe—Brass, Stecl and Wrought Iron 
Concerning brass pipe, there was 
probably less shipped in April than 
there was in March. Prices had much 
to do with this, as until about March 
22 the market was advancing steadily 
and since that time two reductions 
have been reported, the last of which 
was a decline of *% of a cent a pound 
on April 16. Consumption seems to 
he holding well, but is not showing 
gains that from past experience 
sson of the vear would lead 
those interested to expect. Steel pipe 
oved le freely during the last two 
of April than it did during the 


half of the mon Wrought iron, 

the latter half of the month, suffered 
ioning down in demand over the 
earlier buying activity which aggre- 
ted a rather good tonnage. Job- 


, 


as a rule are limiting their long 
pipe commitments to actual needs, re- 


liectineg fairly closely the tonnage in- 
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volved in the buying of contractors. 
Shipments from sources of manufac- 
ture are prompt and prices during the 
period covered by this report. re- 
mained unchanged. 
littings 

The rate at which piping contrac- 
tors called for cast iron, malleable 
and brass fittings during the last half 
of April was about even with the pace 
set during the first two weeks of the 
month. Jobbers on the whole have 
proportionately better stocks of fit- 
tings than they have of any other of 
the major commodities. Shipments 
are torwarded promptly. Makers 
have made no change in prices. 

Knameled Ware 

Between the releases against con- 
tracts made earlier for fixtures in- 
tended for specific jobs that came 
through during the period this report 
covers and the stock orders placed by 
jobbers, shipments were somewhat 
better than they were earlier in the 
month. Despite this, though, business 
from the standpoint of most manufac- 
turers does not embody the volume 
that it did in 1928 at this time. In 
some sections of the territory master 
plumbers have contrac.s that are 
keeping them quite busy, but there 
are numerous other areas that are 
productive of little work. Manufac- 
turers have made no changes in 
prices. Prompt deliveries are obtain- 
able. 

Pottery 

The demand on potters for fixtures 
is indicative of the moderately good 
amount that satisfies the needs of 
master plumbers. Jobbing houses are 
ordering only enough ware to round 
out their holdings as they become de- 
pleted. The business completed, 
though, during April involved a _ bet- 
ter volume than was transacted dur- 
ing the preceding 30 days. Adequate 
surplus stock in the hands of potters 
insures quick deliveries. Manufac- 
turers have made no change in prices. 


Plumbers’ Brass Goods 

Shipping during April has involved 
enough tubular and cast brass to give 
the month a good activity despite the 
recession that has surrounded fresh 
business since the copper market be- 
gan its price tumble. Jobbers are not 
buying ahead in anything like the 
quantities that were common earlier 
in the vear. Plumbing contractors 
were in need of slightly more brass 
goods during the last days of April 
than at anv time since last fall. 
Makers’ prices are firm and =e un- 
changed. Factories are making ship- 
ments promptly. 

Range Boilers 

The current demand that makers 

are experiencing from their distribu- 


tors is fair for this season ef the ven 
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This is due to the condition of whole- 
salers’ stocks, which = in many in- 
tances are sufficient, and to the mod- 
erate requirements of master plumb- 
rs. One large manufacturer issued 
new sheeis on April 20, in which were 
incorporated advances. Several other 
producers since then have _ followed 
with sheets putting their prices on the 
same level. factories are in a posi- 
tion to ship promptly. 
Boilers and Radiators 


Business during the closing days ot 
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April picked up enough in this terri- 
tory to give boiler and radiator sales 
for that month a much better stand- 
ing than was productive in March. 
Heating contractors are not as busy 
bY any means as they might be, but 
between the duantities required for 
linmediate installation and those in 
tended for structures that will not be 
ready until later, April earned its 
comparative position. Prices have 
not been changed by makers and the‘ 


are making shipments without delay. 


NEW ENGLAND 


Seasonal Building Is Diiatory— 


Building contract awards for the 
first quarter of the year have been of 
such dimensions as to warrant bright 
prospects for the plumbing and heat- 
ing industry during the coming 
months. Many contractors in this 
territory have expressed disappoint- 
ment, however, with the actual prog- 
ress of the active building program 
which has been offered. Both master 
plumbers and wholesalers have been 
spending much time in figuring new 
work, but at this writing their efforts 
have been rewarded in lesser degree 
than was anticipated. The volume of 
new work being let out, however, in- 
dicates a gradual upward trend, but 
there is nothing spectacular in the 
seasonal development. 

Jobbers do not experience any large 
preference in demand for one com- 
modity over another. With the grad- 
ual inception of the roughing-in sea- 
son it can naturally be expected that 
interest in soil pipe would be quick- 
ened and wholesalers in their orders 
to makers, have accounted for pick- 
up in tonnages moving into this terri- 
tory. Consumption of finishing goods 
is reported to be only fair, distribu- 
tors being in possession of good 
stocks, and merely committing them- 
selves in instances where certain sta- 
ple types become exhausted. The ten- 
sity which had previously enveloped 
the brass goods market has become 
alleviated through the softening of 
raw copper prices. 

New range boiler sheets, which re- 
flected advances in many sizes, were 
issued during the past week by several 
makers. Manufacturers, almost with- 
out exception, are in position to make 
deliveries as requested. 

Soil Pipe 

Wholesalers do not report any sub- 
Stantial improvement in their turn- 
overs of soil pipe, but are none-the- 
less interested in the upkeep of their 
stocks. A number of foundry repre- 
sentatives have reported a betterment 


in their receipts from jobbers for car 


load deliveries during the month ol! 
Niay. Current demand trom plumbing 
contractors is rather dilatory at pres 
Cnt, Shipments from sources are be 
hig executed in proimpt manner No 
price changes in this commodity were 
ii ed by producers. 

Pipe—Brass, Siecl and Wrought [ron 


| 


Sales made by distributors to their 
custoniers correspond closely with 
those recorded by makers’ representa 
tives during the past fortnight. Whil 
Wholesalers have been reluctant to 
stock beyond their immediate need 
of steel and wrought iron pipe, th: 
year thus tar has accorded mills vol- 
umes Which are commensurate with 
LtiOS accrued during the like period 
of tormer vears. Contractors are com 
ing into the market for more fre quent 
small-sized quantities and are giving 
the pipe situation a brighter aspect. 
bhe recent toning down of raw copper 


prices, together with the fact that 


Most jobbers have { od STOCK of 
brass pipe, was accountable for a lull 
in activiti SS mn this conimodity. Vlill 
prices On ali iitecins have not been 
changed. No shortages nor delivery 


extensions are encountered. 
ittings 

Current With their somewhat bet 
ter dispositions of pipe, wholesalers 
notice that cast iron, malleable and 
brass fittings are also moving a little 
better than they had experienced at 
the time of the last report. Stocks at 
iobbing points are generally well up- 
kept and makers are not found want 
ing when rush shipments for replace 
ment purposes are asked. Neither 
manufacturers nor distributors report 
anything distinctly new in the _ price 
situation 


Knameled Ware 


Consumption Of enameled ware con- 
tinues along seasonal lines, with some 
speeding up of activities, which will 
presently involve this commodity, 
noted in some sections Wholesalers 
are apparently content with the pres 


ent conditions of their inventorie 
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tor carload commitments are not as 
numerous as some makers had antici- 
pated. Those distributors who have 


deemed it expedient to increase their 


LOCKS, togetuner with nece Say re 
piacement orders of others, have given 
Manutacturers quite tair totals for the 
( ne WEE} | Apri VO price 
Changes hay peel ied by tactories 
Deliveri In ene Cases ire 
prompt 
Pottery 

A ilt More Lapir bidie olf earthen 
Woeli é is LT} moderate demand only, 

hile the higher class ware is begin 


hing to appear more frequently on 


coniractors orders. No broad move- 
Igehts celither into consumption or to 
obbet Warehouses are reported. The 
aVerage wholesaler has sufficient 


tocks tor his present needs and with 


iInor exceptions can procure bowls 


and tanks about as wanted. r’otters an- 


(pace that the month of May should 


open up busine In good hape, re- 
porting itisfauctory receipts for the 

ir, tnu bar Pottery prices have 
oi been changed 


Plumbers’ Brass Goods 
Several manutacturers, who were 


port don. the point ol withdrawing 


Ouistanding price sheets pending an- 
I ULNCcemMelht Ol advances withheld 

h action when copper prices were 
lowered. One prominent maker, how- 


bulletined his trade, announcing 
cent advance in his products 


i 

Wholesalers, at this time, are well 
ad tor their near future require- 
ents, and have well stocked shelves, 
COn ju tls hnianutacturers’ repre- 
hitative find activities in this field 
somewhat retarded. Some betterment 
of consuinption requirements has been 
noied by everal wholesalers Fac 
Ol are] ifficient production as 

to forward materials without delay 


Range Boilers 


The most prominent development 


In this market since the last report 
vi the announcement by everal 
manuiacture O} advance in their 
prices of most all sizes of galvanized 
rans boile! Though jobbers are not 
disposing of large quantities to their 
trade OL interest in bolstering of 
toc] and covering tor near future 
requirements was expressed in orders 

nti !) d to maker Produe 
tion is being well sustained at factor- 


ies so that deliveries are being exe 
uted in prompt manner 
Boilers and Radiators 


Makers’ receipts of boiler and ra- 


(iator busines have not stepped up 
much and are practically on the am 
lave] as report (| rwWo Wee kk i’ dq). Heat 
ing contractors are not particularly 


active in new installation work. but 
there are a number of prospects which 


hould materialize within the comings 


inti ed Mie at ppt 
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month. ,oth factories and makers’ business is entrusted to them. No % of a cent per pound by practically 
local distributing points are amply price changes have been announced all makers. 
equipped to quickly handle whatever by producers. Fittings 
Contractor demand for malleable 
. . - ‘ and cast iron fittings was approxi- 
SO UTHEAST mately at the same level as was ex- 
perienced by wholesalers during the 
Contractor Demand Is Light— opening Gaye of April. Business seems 
to be holding its own, according to 
teports received during the past most sellers report a fair amount of reports. Jobbers report stocks on 
fortnight indicate that while contrac- business for this period of the year. hand suflicient to meet current de- 
tor demand is light in the Atlanta Vholesalers are adjusting their stocks mands. The price situation is report- 
area, master plumbers are gradually in anticipation of the increased busi- ed firm and unchanged and deliveries 
securing more work, though usually ness generally expected with the open- are regular. 
for small operations, repairs and re- ing up of spring construction. Plumb- Enameled Ware 
modeling. The opening of spring ing contractors did not draw on whole- Shipments of enameled ware into 
construction has been delayed, and, salers’ stocks to any large extent in the Atlanta territory seem to be hold- 
as a consequence, business in the the past two weeks. Producers are ing to the rate of last month, which 
plumbing and heating field has been making prompt shipments. was considered a rather normal level 
somewhat retarded. A survey of proj- pPipe—Brass, Steel and Wrought Iron for this period of the year. Master 


ects in the offices of architects and en- 
in Atlanta promise for 


Distributors are fairly well stocked plumbers have not been as busily en- 


gineers holds 


in brass, steel and wrought iron pipe, gaged as they might have been, but 

the resumption of normal building. and report a sufficient tonnage on prospects for the near future are 
Since our last report several range hand to care for the immediate re- bright, according to most _- sellers. 
boiler manufacturers have issued new quirements of piping contractors. Con- Manufacturers have made no change 


sheets advancing their prices to job- 


tractors’ needs for pipe have not been 


in prices and shipments are made on 





bers on practically all sizes. Produ- heavy in the past fortnight, and new schedule. 
cers are in a position to grant quick pusiness did not reach producers in Pottery 
deliveries. any great volume. Mills have not Contractor demand was only fair 
Soil Pipe changed prices on steel and wrought during the past two weeks, and busi- 
There has been no price change in iron pipe. Since our last report brass ness in this commodity did not come 
soil pipe in the past two weeks, and pipe has been reduced in price about up to the level for the first half of 
The Stock Market 
Range for Week Ending April 27, 19297 
Par 1929 Weekly Par 1929 Weekly 
Value Hizh Low * High Low Close Value High Low * High Low Close 
NP 11454 95% Air Reduction Sales Co. A 113 106 109% | ae 10) National Radiator Corp., com A 1! 1] 
NP 4734 44 American Rad. & Stand. San. Corp \ 46145 4515) 46 NP 40 30 National Radiator Corp., pfd A 3llg 31% = 31'e 
20 «6211 165 American Radiator Co., com 1 I86'5 184'6) 18434 5 28 23 Herman Nelson ‘Corp B 24 23% #24 
100 195 140 American Radiator Co., pfd. A 183 18] 182 NP 2] 193, Neptune Meter Co., “A” B 20% =20% _~2 20! 
25 118% %S8S8% American Rolling Mills Co B 118% 11414) 1183,% NP 92 8034 Ohio Brass Co., “B” B&G 82 8034 = $1 
50 174% 11544 Anaconda Copper Mining Co A 14334 =1383q) «(1426 NP 55 42 {epublic Brass Cory A 53% 49% 49! 
NP 140 114% Anaconda Copper Mining Co., new A 119% 11634 118% NP 114% 90 Republic Brass Corp., “A’”’ A 108 106% =107 
NP 1185¢ 82% Bethlehem Stee! Co., com A i185, 110 11134 NP 198 103% Richmond Radiator Co., com B 14% 13% ©) 13! 
100 «123 116%4 Bethlehem Steel Co., pfd 4 119% 118 119%4 NP 36! 297% Richmond Radiator Co., pfd B 32% # 32 32 
NP 55% 42 Brunswick-Balke-Collender Co A 4845 44% 45)6 NP A441 tuud Mfg. Co C 43 42 43 
NP 192% 1534 A. M. Byers Co., com & E 169 158% (163 NP 5214 3934 Spang, Chalfant & Co., com A 46% 41% 43), 
100 «121% 105 A. M. Byers Co., pfd &E 116 112 112 100097 RG Spang, Chalfant & Co., pfd A 94% 94 04 
100 «127% ~«+118 Century Electric Co., com F 118 11s 118 NP 54 41 Standard San. Mfg. Co., com A&E 49% 48% 49). 
50 4 2 Chicago Nipple Mfg. Co., “A” B 4 2 2 100 «138 117 Standard San. Mfg. Co., pfd A&E 138 138 138 
50) 1% 144 Chicago Nipple Mfg. Co., “B” B lle 1! l'4 NP 39% _ 26 Time-O-Stat Controls Co., “A”’ C 32% #30 3214 
25 48 46 Crane Co., com C 46 46 46) NP 242% 196! Union Carbide & Carbon Corp A 242% 226% 242% 
iodo «119 112 Crane Co., pfd © 117 117 117 20 55% 36 U.S. Cast Iron P. & F. Co., com A 4% 44% 4 
20 «21 1844 Eagle-Picher Lead Co H 18% 18% 18% NP 19 1745 U.S. Cast Iron P. & F. Co, Ist pfd A 18% 18 183% 
NP 51% 43% Fairbanks, Morse & Co., com 4 46% 44% 454 NP 19% 18% U.S. Cast Iron P. & F. Co., 2nd pfd ....A 10% 18% = 19 
100 110% 107% Fairbanks, Morse & Co., pfd , 108 108 108 NP 624% 4 U.S. Radiator Corp., com.. B&D 47 47 47 
NP 19% 11% Greenfield Tap & Die Corp B16 16 16 100 = 56 47\4 U.S. Radiator Corp., ctfs B52 52 52 
NP 35 24% + Iron Fireman Mfg. Co C 32% 29% #«293 NP 65 42 U.S. Rubber Co., com 4 5844 338% ~~ 56! 
NP 242% 1554 Johns-Manville Corp., com \ 187 17834 182 100) = 92! 77 U.S. Rubber Co., pfd A 83% 80% 82 
100 122 119 Johns-Manville Corp., pfd \ 121 121 121 100 193% 157%, U.S. Steel Corp., com A 1884 184% 186% 
100 12244 1184 Jones & Laughlin, pid A&E 122 121'4 121% 100 «14444 «O&14) U.S. Steel Corp., pfd A 143% 143 143°% 
NP 7] 5534 Minneapolis-Honeywell Rez. Co., con B&C 70 655 6934 NP 22% 15 Universal Pipe & Radiator Co 1 1684 15% 15} 
100 «(161 14244 Minneapolis-Honeywell Reg. Co., pfd B&C 161 161 161 NP 443 234, Walworth Co A 44%, 39% 41! 
NP 68 45 Modine Mfg. Co B&C 60 58 60 NP 30% £425 Wayne Co., com B&C 27 25 27 
NP 47% 39 Motor Wheel Corp , 47 44), 15 NP 45 35 Wayne Co., pfd B&C 3 36! 43 
NP 38 3344 F. E. Myers & Bro. Co., com ti 377%, = 38 100 100144) «(93 Wheeling Steel Corp., com B 1004, 97% 100% 
100) «105 105 F. E. Myers & Bro. Co., pfd (; 105 105 105 100 135'4 131!4 Wheeling Stee! Corp., pfd. “A” B 133 13: 133 
100 «64173 132 National Lead Co., com \ 149) 144 145 NP 2934 a) Williams Oj/-O-Matic Htzg. Corp C 24% 231, 24% 
100 141% 140 National Lead Co., pfd. “A” 4 14984 140 140 NP 1317 105 Youngstown Sheet & Tube Co 4 128! 125 125 
100 «122 118 National Lead Co., pfd. “B” A 118 118 118 
*W here listed— 
A—New York Stock Exchange C—Chicago Stock Exchange k—Pittsburgh Stock Exchange (4;—Cleveland Stock Exchange 
B—New York Curb Exchange D—Detroit Stock Exchange F—St. Louis Stock Exchange H—Cincinnati Stock Exchange 


TIf there is no tra ling during current week, range represents last week recorded. 
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Patents 
Pending 
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The new improved San-Equip 
Siphon System provides modern 
sewage disposal ‘conveniences for 
unsewered homes—more than that. 
each installation gives you a better 
profit and a satisfied customer. And 
that isn’t al!—the sale of the San- 
Equip paves the way to bigger 
profits thru the sale of the new 
bathroom and toilet fixtures, pipe, 
fittings and your services. 





Paving 


to Bigger Profits 
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San-Equip Siphon Systems are 
known to your customers as the 
most sanitary, efhcient and de 
pendable method of sewage dis 
posal. Satisfy the growing demand 
for modern plumbing comforts and 
better sanitation with San-Equip 
Siphon Systems. Write today for 
Dealer Information and Sales 


Sheets. 


CHEMICAL TOILET CORPORATION 


948 E. Brighton Ave. 
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Svracuse, N. Y. 
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The Metal Market 


Average Average Average 
April 30 Mar., 1929 Jan., 1929 192% 
PIG IRON 
No. 2 foundry, Chicago....... . 2. - 920,00 $20.00 $20.00 $18.54 
PLATES AND SHEETS- 
Stee] boiler plates, Pittsburgh, per Ib. 1 950e LYuoec ] ‘alts ] 4 (CC 
Blue annealed sheets, No. 10, Pitts- 
burgs, per Ib..... ; et bee 7 2.20C 2.10¢c 1 O¢ 2.03 
Black sheets, No. 24, Pittsburgh, 
ee bbe 6408 04h OOS bees eT 2.95C 2.85¢ 2.85: 2.45C 
TIN 
Straits tin ‘i iSloc 
LEAD 
Chicago ° . a t Ste 
The Old Metal Market 
Dealers’ Buving Prices 
Pet Ib Per lb 
Aluminum clipping _18 Cc (Copper lieht 1212 
Bloc! til be) Copper, uncrucibled Wire . ..14%C 
Brass, light . te Faucets and valve wre. 
LS! neayvy n ed I Lead, heavy bale “ae plot 
Brass, red 113, Solder joints. rere | 
{ 
NOTE Prices are those quoted on Tuesday of this week 


April that was generally expected by area. Most jobbers have large enough 
contractors, according to reports. Mas stocks to meet the ordinary require- 
ter plumbers did a limited amount of ments of boiler contractors, and little 
fixture setting, and demand for spe- change in the range boiler sales activ- 


cial Ware was reported fairly good ity is predicted for the near future. 
Plumbers’ Brass Goods Since our last report veral makers 
Wholesalers in this territory have have issued new sheets advancing 
anticipated their needs for the near. their pric to jobbers on practically 
future and stocks are well assorted on all sizes of galvanized range boilers. 
both cast and tubular brass goods. Boilers and Radiators 
Most jobbers report a fair amount of The slight lull in the heating field 
business for the month and that the has had its effect in the turnover of 
volume compares favorably with the boilers and radiators, according to re- 
same period of last yveat Makeis are ports from wholesalers Master 


producing steadily and no complaints plumbers have been fairly well en- 


regarding factory shipments have been gaged in repair work. With the open- 


heard ing of spring construction, most ob- 
Range Boilers ervers are of the opinion that a fair 


There was little buving activity re degree of activity will prevail. No 


ported in range boilers for the past price changes were announced by 


fortnight, and busine in this com makers during the past two weeks, 
modity remains light, as was the sit and shipments are coming into the 


uation during March in the Atlanta’ territory unretarded. 


PACIFIC COAST 


Demand Holds At Fair Level— 


Business generally continues to nage is being consumed Distributors 
keep at the same level as it has main gvencrally have well balanced stocks 


tained for the past several weeks with and the trade’s needs are being 


the demand for materials better in promptly filled. Prices are unchanged. 


some localities than in others. Dis- Pipe—Steel and Wrought Tron 
tribu‘ors generally have well assorted Steel pipe continues to move at 
tock of ufficien olume to take about the same volume as it has main- 
care of the trade’s pr nt necds with tained for the past severai weeks, 
out delay and little if anv delay is ex most purchasing being done for im- 
perienced to obtain? prompt r) mediate use with little if anv forward 
ment from al! manufact | OUT buying being in evidence. Stocks in 
Distributors’ prices to the trade var distributors’ hands are well assorted 
in the different jobl yr centers and and all orders are being shipped with 
are more firm in some than in othe) out delay Wrought iron pipe con- 
Soil Pipe inues to move at only a fair rate with 

Soil pipe continues to move moc«tl the trade purchasing as required. 


in small lots for immediate needs and Distributors’ stocks are ample to 


n the whole, a fair amount of ton take care of present demand without 
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delay. Mill prices on both types of 
pipe are unchanged. 
Fittings 
Cast iron serewed, drainage and 
malleable fittings continue to be in 
moderate demand with most orders 
being for small lots either to take care 
of work on hand or sort up stock. 
Most distributors have well balanced 
stocks and can also secure prompt de- 
liveries either from manufacturers or 
manufacturers’ warehouses with the 
result that the trade’s orders are be- 
ing shipped promptly. 
Knameled Ware 
Buying of enameled ware continues 
at a moderate rate with the trade gen- 


‘rally withholding purchasing until a 
definite need for ware is created. Dis- 
tributors and Coast factories are also 
in a position to make prompt ship- 
ment of orders. Prices remain un- 
changed. 
Pottery 

Pottery continues to move at a 
moderate rate with few inquiries out 
for future requirements. Most job- 
bers have sufficient stocks on hand to 
ship orders promptly on receipt and 
Coast potteries can also make early 
shipment of all classes of ware. Prices 
remain unchanged. 

Plumbers’ Brass Goods 

Plumbers’ brass goods continue to 
move in better volume than most 
other materials. Distributors are car- 
rying sufficient stocks to take care of 
all orders as received and replacing 
merchandise in about the same vol- 
ume as sales. Distributors’ prices are 
Closely following replacement costs. 

Range Boilers 

Little if any change is noted in the 
demand for range boilers which con- 
tinues to be of moderate volume. Job- 
bers generally have sufficient stocks 
to take care of all orders without de- 
lay and can secure prompt shipment 
from manufacturing sources. 

* 
Orange Masters See Motion 
Picture 

The Master Plumbers’ Association 

of the Oranges, in its meeting rooms, 


"or 
, 


235 Main street, Orange, N. J., on 
April 17, witnessed a five reel motion 
picture, “‘The Arteries of Industry,’ 
presented by the National Tube. Co., 


’ 


Pittsburgh, Pa. The picture goes back 
to olden times, showing water trans- 
ported through crude tubes and later 
through bored logs. It also portrays 
actual scenes in a modern steel pipe 
plant, with animated diagrams of the 
various steps employed in the proc- 
esses of manufacturing steel pipe. At 
the meeting, 24 delegates were se- 
lected to attend the national conven- 
tion at Buffalo, and 20 alternates were 


named. 


~~ 
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Apprentices Make Tour of Inspection 
Thirty plumbing apprentices from four Wiscon- 
sin state vocational schools, Cudahy, South Milwau- 
kee, Waukesha and West Allis, visited Kohler vil- 
lage and the Kohler Co. factory April 17. 
Accompanying the boys, all of whom are inden- 
tured with the state industrial commission, and are 
serving apprenticeships with the plumbing trade, 
Matthias, Jr., itinerant instructor at the 
four institutions; J. Ik. Tepoorten, director of the 
Cudahy school; C. F. the 
Cudahy school board; b. J. Phillips, representing the 
West Allis school, and wives of the four men. 
e 
Illinois Executive Secretaries Meet 


secretaries to 


were A. J. 


Becker, president of 


The first conference of executive 
Master Plumbers’ Associations in Illinois was held 
at Peoria, April 12, at the offices of the Peoria Mas- 
ter Plumbers’ Association. The following executive 
secretaries were in attendance: J. H. Janssen, of 
Peoria; Walter Forssman, of Moline; J. E. Withers, 
of Rockford; C. E. Thorkelson, of Decatur; R. D. 
Vicknor, of Champaign-Urbana; L. T. Newlon, of 
Danville; Frank E. Christman, of Springfield; Les- 
ter V. Anderson, of Lake Forest; Kirk A. Journy, 
of Rock Island; Peter M. Munn, of Chicago, and C. 
A. Bolton, of Chicago Heights, state secretary. 

This newly formed organization had its inception 
at the state convention of master plumbers held in 
Peoria in January, at which time several meetings 
were held, and the following officers elected; L. V. 
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Anderson, president, and Kirk A. Journy, secretary 
and ‘treasurer. As far as is known this organization 
is the only one of its kind in the United States, which 
is composed entirely of full-time or executive secre- 
taries to master plumbers’ associations in one state. 

The conference of April 12 was an intormal meet- 
ing for discussion of the different secretaries’ prob- 
The meeting was in charge of L. V. Ander- 
The name decided on, 


lems. 
son, president ot the group. 
by those present, for the organization was Executive 
Secretaries-Ilinois Master Plumbers’ Association. 

A feature of the afternoon session was an address 
by F.C. Park, of the Plumbing and Heating [ndus- 
tries Bureau, on the new field accounting service to 
master plumbers that is being offered by the bureau. 

® 
St. Louis Masters Dance 

On the evening of April 4 the St. Louis Master 
Plumbers’ Association held its quarterly dinner 
dance at the Hotel Statler. Approximately three 
hundred master plumbers of the local association, 
together with their friends, enjoyed the splendid din- 
ner in the ballroom of the hotel, during which they 
enjoyed the performance of a group of entertainers. 

During the course of the evening Past President 
I J. Praechter, of the Muissourt 
was presented with a token of esteem by his asso- 
clates in the Missouri association. Hdward Monteath, 
past state secretary, made the presentation. ‘The 
success of the evening was due largely to Chairman 
John J. McCue and his associates of the committee. 


state association, 
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Write us on the coupon at the right. 








Your copy of the above catalog awaits your name and address. 


THE NEW JOHNSTON CATALOG Shows 
the Way to Greater Sales! 


The new Johnston Brothers cat- 
alog is just off the press. It tells 
the whole story about the Johns- 
ton Oil-Burner Boiler. It shows 
how the Johnston Boiler cuts oil 
fuel costs from 25° 7, to 50%. 
It tells you how the Johnston 
Boiler will help you sell more 
burners, and increase your 
profits. 

JOHNSTON BROTHERS, INC. 

FERRYSBURG, MICHIGAN 
— 


-—_---------------- 


Johnston Brothers, Inc., Ferrysburg, Michigan. 
| Name 


Address 


City State 





































AVING, in the past twelve months, under 
the leadership of A. F. McLain of Ft. 
Worth, established the zone system and 
put it into effective operation, the Associated Mas- 





Texas Will Develop 


: Results gained by one year of zone organiza- 
tion work justify more intensive work in this 


direction 


Top to bottom: Roche Newton of Lubbock, new presi- 
dent; George W. Winburne, Jr., of Wichita Falls, new 
vice president; N. S. Hill of Waco, new treasurer; 0. W. 
Ribble of Lubbock, new secretary 





themselves as doubtful whether the 
additional amount could be collected, 
since many men are able at present 
to employ only one man on part-time. 
| C. J. Ormond of San Antonio said 
| he felt that the contention was not well 





ter Plumbers of Texas, meeting for its fortieth 
annual convention in McAllen on April 15, 16 and 1/7, 
showed every desire to put more effort into state associa- 
tion affairs, and to develop the zone system to a point 
where there will be five field men operating in the zones, 
and a state field man to work under the direct super- 
vision of the state office. 

As the first step in this direction, it was voted on 
the floor of the convention to raise the annual dues 
to sixty dollars. This will assure the continuance, 
as Mr. McLain pointed out, of the services of C. M. 
Zeigle as state field director, and make possible some 
extension of the field work during the coming year. 

The resolution offered and adopted, raising the 
dues to sixty dollars a year, was substituted for one 
which caused lively discussion on the floor. This 
original resolution asked that the convention ap- 
prove a plan to pair the ten existing zones in the 
state, appointing a field man for each pair of zones, 
and retaining the services of the state field director. 
This resolution also provided for raising the dues. 

In the discussion on the floor, some who were 
operating in the lower Rio Grande Valley, expressed 











taken. At one time, he said, San 
Antonio had only twenty members in the association. 
These twenty members decided to employ a field man. 
In order to do so, a fixture tax was placed which was 
sufficient not only to support 
the field man, but to accomplish 
other things as well, such as the 
financing of a collective ad- 
vertising program. In_ that 
year, he said, a five-dollar fix- 
ture tax was inaugurated, and 
had been collected. 

John Guheen of Amarillo 
won immediate response when 
he said that he had observed 
that men were frequently a 
great deal more generous to- 
ward other bodies than they  R.G. Thomas of San An- 
were toward the association ‘= sattomal Girector 
which represented their organ- 
ization. He indicated that his zone, the Panhandle, now 
employs a field secretary, and _said “Whether or not 
this resolution is passed, I guarantee that our zone will 

















Group picture taken at the fortieth convention of the Associated 
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Zone Field Service 


Roche Newton, of Lubbock, is new president: 
Geo. W. Winburne, Jr., of Wichita Falls, ts 


vice-president 


Top to bottom: A. F. MeLain of Fort Worth, retiring 

president; W. P. Shafer of San Antonio, retiring vice 

president; N. E. Nations of El Paso, retiring treasurer; 
T. B. Glenk of Fort Worth, retiring secretary 





always have a field man.” Roche 
Newton, director of the Panhandle 
Zone, took the floor to say that, as 
a result of the work of the field man, 
the membership in that district had 
been increased from thirty-four to 
fifty-four, besides the educational 
work which is being carried on at zone meetings. 

FE. L. Veale of Abilene told of visiting eighty-four 
men in his zone and putting to them the question whether 
or not they would be in favor 
_of the program contained in 
the resolution. From their re- 
plies, he said, he felt that if 
the proposition presented was 
big enough, and if it involved 
a cost that was impressive, it 
would be put through. The 
prevailing feeling seemed to be 
that the work should proceed 
more gradually than as _ laid 
down in the resolution under 
discussion; for this reason the 
substitute resolution, raising 
the dues to sixty dollars a year, 
was passed, there being no dis- 
agreement on the fact that last year’s work had proved 
the zone system worthy of development. 

Other resolutions of importance which were discussed 











H. O. Green of Tulsa, 
Okla., national director 
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were as follows: A resolution which would have 
combined the offices of secretary and treasurer 
in one individual was voted down, it being the 
opinion of the majority that the time lost in trans- 
mitting funds was justified as a practice which 





might eliminate embarrassment. ‘wo resolutions were 1n- 
troduced concerning affiliation and work with the United 
States Chamber of Commerce, following an address 
by one of its division managers. One of these reso- 
lutions suggested consideration of the offer of the 
Chamber of Commerce to loan its executive who spe- 
cializes in association work, at a nominal expense. 
The other resolution 
thought be given to taking a membership in the 
national chamber. 
the board of directors with the hope that in some man- 
ner the resources of the national chamber may _ be 
drawn upon. 


recommended that some 


These matters have been left to 


The convention likewise went on record as tavor- 
ing a definite system of apprentice training, urging 
local associations to sponsor part-time training with 
a minimum of four hours a week for thirty-six weeks 
in the year on the time of the employer. 


Officers and Committees 


The officers elected for the ensuing year were: 
Roche Newton of Lubbock, president; George W. 








Master Plumbers of Texas, held at the Casa de Palmas, McAllen 
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DORWARD 


ROTARY POWER HEADS 
Produce More Water 

Have Fewer Working Parts 
No Bearings to Adjust 


The Alamo complete House- 
hold Water System for Deep 
Wells consists of: the fete 
Dorward Power Head; ly 
or % h. motor; bs Be 
belt; motor pulley and driven 
pulley; belt tightener; air 
pump; air chamber; air tubing 
and connections; check valve; 
relief valve; fresh water take- 
off; pressure switch; 42 gallon 
galvanized tank; water level 
gauge and pressure gauge. 





A complete, quiet, powerful 
outfit with fewest possible 
working parts and with no 
bearings to take up or adjust. 
From your jobber or write 


THE ALAMO ENGINE CO. 


HILLSDALE, MICHIGAN 
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Simplex 
Trip 
Waste 
































Simplex Gate 
Valve Trip Waste 
No. 1600 


The Simplex Trip Waste, Gate Valve 
Action, is simple, positive and will not 
seep. No parts to get out of order. Gives 
full opening in waste from tub. Two-inch 
Upright Barrel and 1%-inch waste arm 
and spud. All joints are metal to metal 
screw joints. 


Your jobber can get immediate delivery 
if he does not stock the Simplex Trip 
Waste. 


The STEBBINS-RICH BRASS MFG.CO. 


M nite nd 
Water Works—Apex 
Simplex Copper Joint Coupling 


6723 Denisen Ave. Cleveland, Ohie 
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W. Richmond of 


state field man; C. 


Top row: C. M. Zeigle, 

MeAllen, chairman of the reception committee; John R. 

Robertson of Mason City, Ill. Bottom row: Mrs. John R. Den- 

ning and John R. Denning, manager of Los Angeles office 
of Plambing and Heating Industries Bureau 


Winburne, Jr., of Wichita Falls, vice president; N. 
S. Hill of Waco, treasurer. Mr. Newton indicated 

W. Ribble of Lubbock as his secretary, and the 
latter was accorded the usual approval from the floor 


of the convention. ‘The delegates to the national 
convention will be C. W. a of McAllen, 
Henry Martyn of Dallas, P. G. Callahan of Houston 


Winburne, Jr., of Wichita Falls. 
McLain of Ft. Worth, 


and George W. 
Alternate delegates are: A. F. 
Ie. 1. Veale of Abilene, Harry Wharton of San An- 
tonio and Joseph Netzer of Laredo. The delegates 
will be granted one hundred and fifty dollars each. 

By a motion from the floor, the delegates will go 
instructed to place the name of R. G. Thomas of 
San Antonio, a past president of the state associa- 
tion and at present serving on the national board of 
directors, before the national convention for the vice 
presidency. 

The following committees were named by Presi- 
dent McLain: Resolutions, Joseph Netzer of La- 
redo, N. E, Nations of El Paso, and Roche Newton 
of Lubbock; credentials, E. K. Scott of Marshall, 


Roy Burke of Amarillo, and R. L. McCarty of Har- 
lingen; memorial, John Guheen of Amarillo, N. S. 
Hill of Waco, and George W. Winburne, Jr., of 
Wichita Falls; auditing, C. E. Collins of Nocona, 
Henry Martyn and C. J. Ormond, both of San An- 
tonio. O. W. Ribble of Lubbock was appointed 
reading clerk to the convention, and O, J. Vick of 


San Antonio, and N. J. Sweeden of Sweetwater were 
told off as sergeants-at-arms. 


An Important Luncheon 


One of the outstanding events of the convention 
was the luncheon on Monday. At that luncheon, G. 
P. McAuliffe of Harlingen presented Judge W. T. 
Carlton. It will be remembered that at the last an- 
nual convention, held in El Paso, the state associa- 
tion voted a sum of money to help defray the ex- 
penses of a suit instituted by Mr. McAuliffe. 

Judge Carlton related the details of the trial. 


Hav- 




















May 4, 1929 


ing been unexpectedly thrown into the case, having 
to conduct it without preparation, he was faced with 
a situation which eliminated the lien privilege which 
it had been supposed Mr. McAuliffe possessed. 
When this situation arose, Judge Carlton recon- 
structed his plea on the floor of the courtroom and 
asked a judgment on the grounds of “equitable 
estoppel,’ the other party to the suit having used 
words to the plumbing contractor which guaranteed 
payment. On this point the suit was won. An ad- 
ditional point which Judge Carlton raised, and 
which, also, will very likely create a precedent favor- 
able to sub-contractors in the state of Texas, was 
this: That when an owner, having let a contract 
to a general contractor, then enters into a contract 
directly with, say, a plumbing contractor, it should 
be held that the plumbing contractor has his rights 
as against the general contractor. The reasoning on 
this point is that the owner has made the contract 
for the use and benefit of the general contractor. A 
full report of this important case, which creates 
precedents on these two points of law, will appear in 
the columns of Domestic ENGINEERING at an early 
date, because we feel that the case will become the 
basis of other decisions to protect the rights of the 
contractor who has so often suffered when in the 
position of sub-contractor. 


The Opening Session 


The convention opened on Monday morning, with 
Frank Dawson of Mercedes in the chair. The mo- 
ment the gavel was turned over to A. F. McLain of 
Ft. Worth, who has served as president for the past 
year, he set the program in motion. In his reply to 
the addresses of welcome, George W. Winburne, Jr., 
of Wichita Falls, director for his zone, said: “It is 
an indisputable fact that the plumber’s work has 
done much to reduce the death rate in our country. 
The modern plumber protects the health of the na- 
tion. One of the principal purposes for our annual 
convention is to discuss the methods by which we 
can further maintain health in the homes of our cus- 
tomers and clients.” Mrs. R. McCarty, representing 
the ladies of the Valley association, extended a brief 
but hearty welcome, and was responded to by Mrs. 
George L. Smith of Amarillo, who was later elected 
president of the state auxiliary. 

R. G. Thomas of San Antonio was introduced, and 
said that he would leave to H. O. Green of Tulsa, 
Okla., the task of reporting in detail on the activities 
of the national association. “Our national organiza- 
tion 1s doing a wonderful work,” said Mr. Thomas. 
“Working as long as I have in the national, trying 
to build up the association, I realize that only with 
a perfectly co-ordinated machine can we expect to 
get anywhere. You have no idea of the time the 
men who hold office in the national association spend 
in watching your interests. We are here for only 
one purpose—the betterment of our industry.” 

On Monday afternoon, C. M. Ziegle, state field di- | 
rector, introduced Joseph F. Leopold, manager of | 





the southern central division of the Chamber of Com- | | 


merce of the United States, who spoke on 
Day Business Problems.” 


“Present | 
Trade associations, he | 
said, have done much to elevate their crafts and call- 


| 
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KROY 
nit Heater 














York Heating & Ventilating Corp’n 
Largest ‘Producers of Unit Heaters 
1573 Sansom Street Philadelphia 














The “NIP-L” Boiler Stand 
| 














The ‘‘NIP-L”’ Boiler 
Stand is exactly what 
you need for every 
job. All you have to 
do to adjust it to any 
height you want is 
cut a pipe nipple the 
desired length. 


Strong—neat appear- 
ing, and will last a 
lifetime. 


Furnished in plain 
black, Galvanized and 
Aluminum Painted. 


“Tf ICHMOND 


FOUNDRY £ MANUFACTURING CO Inc. 
Richmond > 









































* + ® 
cement — —_ comes ayers 
ee . : , 





2 
’ 
fer yy 


‘ ; ie Bes 
at a — Pe ner 


re SON 





160 














DRAIN PIPE 
CLEANER 


Every time you do a 
job with DESOLVO 
you do it right. Carry 
a can in your bag 
for emergencies. It 
works immediately 
and never hardens in 
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HAMBERLAIN COMP. j Write us for complete 
ITTSBURGH. PA. — information 































The Chamberlain Co., Pittsburgh, Pa. 








DUR-A-BAL 


Guaranteed 3 Years 








Here’s a sure way to overcome all the 
faults of the old tyre of tank ball: use 
the DUR-A-BAL. 


It will not swell, collapse, elongate or 
distort and will withstand the action 
of alkaline waters. One-piece seamless 
construction. From your jobber. 


LAVELLE RUBBER COMPANY 
320 W. Illinois Street =: Chicago, Hlinois 














Clean—Modern—Better Looking 


\ JALL hung radiators—one of the greatest improve- 

ments since radiators came into use F-Z Radiator 
Hangers make them possible. Same hanger suitable for wall 
and tube type radiator. No need for accurate measure- 
ments of anchor bolts. Height and lateral variations taken 
care of. anger out of sight. 2x4 studding holds it. No 
obstruction of any kind back of radiator. Adapted to any 
wall material architects and 





Recommended by con- 
tractors. For homes, office buildings, hospitals, s< hools, 
etc. Write for particulars. 


[ATOR 


pe nw HANGER 


794 Hampden Ave., St. Paul, Minn. 





Style “C”’ 


Also 
Manufacturers of 




















UNCONDITIONALLY GUARANTEED 
PNEUMATIC—STORAGE—SPECIAL 


STEEL 
TANKS 





BLACK OR GALVANIZED 


»> ARROW ~ 
TRADE MARK 
THE NOVELTY STEAM BOILER WORKS COMPANY 


Clare and Kieman Streets Baitimore, Maryland 
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fort be put forth to build up the organization. 
| most important step, in his opinion, was the adop- 
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ings. “We in the Chamber of Commerce are deeply 
interested in seeing your organization grow.” The 
speaker indicated that in order to carry on the work 
of the association successfully, it would be necessary 
to spend thirty or forty thousand dollars a year. He 
indicated the changed attitude of the government 
toward trade associations, and urged that every ef- 


The 


tion of a uniform cost accounting system throughout 
the industry, so that bids would be all on the same 
intelligent basis. “You can not bid intelligently,” 
he said, “unless you have a uniform cost accounting 
system,” and referred to a contract on which the 
bids showed a spread of 48 per cent. He also called 
attention to the growth of the ice business, in the 
face of competition from mechanical refrigeration, 
and attributed that growth to the formation of 
strong trade association. 


President’s Report 


The report of A. F. McLain of Ft. Worth, covering 
his year of administration, was received enthusias- 
tically, and various expressions from the floor indi- 
cated a hearty approval of the work which had been 
done during the year, particularly in the matter of 
zone organization. “At your last convention,” said 
Mr. McLain’s report, “you not only thrust upon me 
the honor of the presidency, but added greatly to the 
burden and responsibility of the position by instruct- 
ing that a somewhat larger and more complex pro- 
gram than had ever been attempted before be 
launched and carried out. What virtually consti- 
tuted a general reorganization of the association 
was necessary.” Mr. McLain then indicated that 
the zone system inaugurated at the last convention 
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awaited action by the zones. Very little having been 
done, it was necessary for him, at the end of three 
months, to take to the field, and to select a state 
field man. His choice fell on C. M. Zeigle, who had 
been secretary-manager of the San Antonio group. 
Mr. McLain paid high tribute to Mr. Zeigle’s work. 
“Every meeting held seemed to meet with success,” 
he said, “and at the end of thirty days the work was 
progressing so well that it was concluded to continue 
it. Best of all, I am glad to say that the work has 
gone a long way toward supporting itself. Aside 
from the addition of over one hundred new members, 
and the income derived therefrom, there are several 
zones that have been voluntarily contributing one 
hundred dollars per month to the support of the field 
work. 

“The state has been reorganized. Aside from the 
ten active zone associations, which are working en- 
thusiastically, and in unison, fifteen new local asso- 
ciations have been formed, and a number of others 
have been revived, and are now among the most ac- 
tive in the state. I honestly believe that, never in 
our history has there been a more uniform, universal, 
state-wide program of activity than that now in 
progress. I believe that the experiment of placing 
a full-time field director at the head of the organiza- 
tion has long since vindicated our humble judg- 
ment.” 

Mr. McLain indicated that the creation of the 
board of directors by the selection of one member 
from each zone, has proved a happy solution, giving 
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uniform representation and resulting in close con- 
tact between the state office and the zones. 

Among his recommendations were: The working 
out of a uniform cost system, affiliation with the 
United States Chamber of Commerce, and an ur- 
gent plea that the field work be continued. 

“T gladly lay down the labors and responsibilities 
of this office,” the report concluded, “and surrender 
it to my successor with the satisfaction of knowing 
[ have given you the best that has been in me, hon- 
estly and conscientiously. I trust that, in some way 
at least, my administration will be remembered as 
one in which worth-while progress has been made, 
and a foundation laid upon which to build more 
largely than ever before.” 

[Immediately following the reading of this report, 
H. O. Green, national director, of Tulsa, Okla., took 
the floor for a moment to say that he had heard many 
reports of executive officers, but seldom had heard 
one as thorough and constructive as that which had 
been submitted by Mr. McLain. The convention 
gave Mr. McLain a hearty ovation. 

V. M. Ehlers, state sanitary engineer, was ac- 
corded the honor of a membership in the state asso- 
ciation, on the motion of Mr. Thomas, just prior to 
the time when he appeared on the program, to speak 
on “Our State Plumbing Code; What Steps Shall 
We Take?” 

Mr. Ehlers has worked in close co-operation with 
the association, and expressed his appreciation of 
the friendly contacts he had made. Stating that Mr. 
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McLain had been very modest in telling of the ac- 
complishments, Mr. Ehlers told of the days and 
nights spent in work on the code in Austin, thresh- 
ing out the details of policy. He said that due to 
Mr. MecLain’s efforts, “Happy Goldsmith,” repre- 
senting the Cleanliness Institute, had ‘spent several 
weeks in the state and reached over 30,000 people. 
He told of the many zone meetings held and the 
good they had accomplished in educating members 
on the purposes of the association. He said that 
for the first time in the history of the American Pub- 
lic Health Association there will be four talks on 
plumbing and the plumbing field, brought about by 
the efforts of Texas representatives. 

Referring again to the code, Mr. Ehlers outlined 
the difficulties encountered, and went into detail 
concerning the clause which had caused a delay in 
the passage of the bill. The Texas code, he said, 
has aroused interest in other states—and that code 
was formulated by the Texas association. As a con- 
structive suggestion, he said that public sentiment 
in favor of the code and its enforcement ought to be 
developed. Once the public begins to demand the 
code, and strict enforcement, nothing will stand in 
the way of its passage. 

Hear from National Director Green 

On ‘Tuesday, National Director Green went into 
the work of the national association, prefacing his 
remarks by pointing out that Mr. Thomas was the 
only member of the national board of directors who 
held over from last year. “I think that Texas should 
appreciate that, when you realize that there are only 
eleven directors in the entire United States. Okla- 
homa has been watching Texas for a number of 
years,’ continued Mr. Green. “We feel that the 
things which grow in your garden will grow in ours, 
and the things which are thistles to you are certainly 
thorns to us.” 

That day, also, the convention listened to John R. 
Denning, manager of the Los Angeles office of the 
Plumbing and Heating Industries Bureau. Express- 
ing his pleasure over what amounted to a “home- 
coming,’ Mr. Denning outlined some of the things 
which have been accomplished by his office, in close 
co-operation with the association. Forty-one mas- 
ter plumbers have put in window displays; twenty- 
eight have completely changed their floor plans; 
fiftv-four men have installed cost accounting sys- 
tems; seventy-three men have put on mail advertis- 
ing campaigns; fifty-seven have put on advertising 
campaigns in the newspapers: thirty-two have im- 
proved their service trucks. In a period of four 
months, eighteen men were brought out of alley lo- 
cations into places of business which are making a 
profit. Efficiency classes have been held, five classes 
in salesmanship with a course of six lectures at- 
tended by three hundred and two men; seventy-nine 
meetings were addressed; seven hundred visits to 
shops were made; one hundred and fifty-five visits 
to manufacturers and wholesalers were made. The 


| office has specialized in dressing windows, hiring a 
/man for that purpose on a fee basis; a home mod- 
-ernization campaign has been started in San Diego. 


(Continued on Page 169) 
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Cc. P. Finke of Sheboygan, newly 
elected president 


S A fitting conclusion to a 
successful year of organ- 
ization work, the Heating 

and Piping Contractors Wiscon- 
sin Association met at the Elks’ 
Club, Milwaukee, April 16 and 
17 for its nineteenth annual con- 
vention. Without wasting time 


In reminiscing on past accom- A. F. Bowers of Milwaukee, re-elected state secre- 
tary-treasurer, and F. D. Branson of La Crosse, new 
vice president 


plishments, the members started 
in to make definite plans for the 
coming year, in order to make 
Wisconsin the first 100 per cent organized state associa- 
tion of heating and piping contractors. 

3esides the 72 registered members at the conven- 
tion, several speakers of national importance were 
on hand for the meeting. These included: Joseph C. 
Kitts, acting national secretary; Edward G. Byrd, 
held representative of the national association; FE. L. 
Flentje, of the Plumbing and Heating Industries 
Bureau; A. R. Herske of the American Radiator Co., 
Victor L. Peavy, who for the past year has acted 
as part-time field secretary for the Wisconsin group. 


Elect New Official Ticket 


When C. P. Finke reported as chairman of the nomi- 
nating committee, George F. Reeke, of Green Bay, 
who was chosen to serve as president by the com- 





Joseph C. Fitts, acting national secretary; John 8S. Jung of 
Milwaukee, national director; E. G. Byrd, field representative 
of national association 
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Hope to be First Hundred 
Per Cent Certified Heating 
State in Country; Elect 
C. P. Finke President 





Wisconsin Heating Contractors 
to Further ae 
Organization 

















Jacob Zimmerman of Ke- 
nosha, retiring president 


mittee, refused the nom- 
ination and in turn nomi- 
nated Mr. Finke, point- 
ing out the = splendid 





work the Sheboygan as- 
sociation had done in the 
certified heating move- 
ment under Mr. Finke's 
leadership. After elect- 
ing Mr. Finke, the asso- 
ciation also elected F. D. 
3ranson of LaCrosse as 
vice president. A. F. Bowers of Milwaukee was re- 
elected secretary-treasurer, and Michael Mueller of Muil- 
waukee was re-elected sergeant-at-arms. On the motion 
of G. E. Patterson of Appleton, the number of di- 
rectors of the association was changed from 5 to 7, 
and the following directors were elected for the forth- 
coming year: Paul Downey of Milwaukee, Charles Hon- 
old of Sheboygan, George F. Reeke of Green Bay, 
L. J. Erons of Wisconsin Rapids, Retiring President 
Jacob Zimmerman of Kenosha, T. L. Ahern of Fond du 
Lac, and J. J. Wiertz of Racine. Mr. Finke was elected 
as delegate to the national convention with Mr. Bran- 
son as alternate. John S. Jung, of Milwaukee, a direc- 
tor of the national association, inducted the newly 
elected officers and directors to office. 

In reading his report as secretary-treasurer, A. FI. 
Sowers of Milwaukee, stated that the association 
now had a total membership of 96. He pointed out 
that 33 of this membership had been taken in dur- 
ing the period since the last convention, and stated 
that it was hoped that by the time of the next con- 
vention, every heating contractor in the state of 
Wisconsin would be a member of the association. 





In accordance with the custom of the association, 
at the opening session, members from various sec- 
tions of the state reported on conditions in their re 
spective regions. Among those who reported dur 
ing this informal discussion were: Ernest Patterson 
of Oshkosh, Frank Johnson of LaCrosse, Mr. Tous- 
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saint of Madison, T. L. Ahern of Fond du Lac, 
Thomas Donahue of Racine, Paul Downey of Mil- 
waukee, J. Sullivan of Kenosha, and George F. Reeke 
of Green Bay. 


Hear from State Field Representative 


Victor L. Peavy, who has acted as part-time field 
representative for the association during the past 
year, reported on his activities in the field, and made 
several recommendations for the betterment of the 
association. Mr. Peavy among other suggestions, 
told the members that he believed it would be of 
great benefit to the organization if a regular mid- 
summer meeting or convention were scheduled for 
every year. He also suggested that the association 
hire a competent engineer who could speak before 
conventions of other of the building trades on the 
subject of certified heating. 

He also pointed out the necessity of every district 
having its own association engineer in order to carry 
out the certified heating program of the association, 
and said that one of the advantages of this system 
would be that the various engineers could meet and 
get suggestions from each other as to how best the 
certified heating program could be worked out in the 
State. 

In closing, Mr. Peavy said that Janesville and 
seloit were the only cities at the present time which 
were not organized, but that they were making or- 
ganization plans. When the associations in these 
cities affiliate with the state organization, Mr. Peavy 
pointed out that the members of the latter body 


DOMESTIC ENGINEERING 


May 4, 1929 


would be doing over 85 per cent of the heating work 
installed in the state of Wisconsin. 


National Director Jung Reports 


“Wisconsin has made great progress in the past 
year, and is now next to the most progressive state 
association in the United States,” said John S. Jung, 
of Milwaukee, a director of the national association, 
in his annual report. Because of the work the Wis- 
consin association had accomplished, Mr. Jung 
stated that it had gained national recognition, and 
was well known for its progressiveness. 

Mr. Jung said that he was not going to report 
specifically on many things of national importance, 
because those things had been covered more com- 
pletely in the bulletin of the national association. He 
pointed out that the national association had ap- 
pointed a sub-committee on welding, and said that 
the subject of welding was to be brought up at the 
St. Louis convention of the association, and the com- 
mittee’s report is to be published in book form. This 
book will be sent to members, so they will know 
what the proper procedure of welding piping ts, and 
so cannot be misled by any local welding contrac- 
tors when a welding job is specified. Mr. Jung said 
that he thought that the work of this subcommittee 
was a big contribution to the industry as a whole, 
as he felt that welding will be a large factor in the 
heating installations of the future. 

In pointing out the progress of the national asso- 
ciation, Mr. Jung said that at the present time the 
association had members and local associations in 
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36 states ; 40 secretaries of local associations are now 
listed, according to Mr. Jung, and the national asso- 
ciation has a membership of about 1,000. 

He urged the members to attend the forthcoming 
national convention to be held in St. Louis, June 10, 
11, 12 and 13, and pointed out that sessions were to 
be held from 9 a. m, to 1 p. m., leaving the afternoons 
free for the entertainment of the delegates. He said 
that the national association has drawn up a new 
set of by-laws which are to come up for approval 
at the St. Louis meeting, and asked President Jacob 
Zimmerman, of Kenosha, to appoint a committee to 
read through these by-laws and offer what criticism 
they thought necessary, reporting to the Wisconsin 
convention on their findings. George F. Reeke, of 
Green Bay; Thomas Donahue, of Racine, and L. J. 
Erons, of Wisconsin Rapids, were appointed 
members of this committee. 


as 


Joseph C. Fitts Talks on Standards 


Acting Secretary Joseph C. Fitts, of the national 
association, spoke on the subject of “National Stand- 
ards.” He said that the basis for the certified heat- 
ing program of the national association is the stand- 
ards established by that organization. He pointed 
out that the milk industry had set up standards and 
certified them, and aie of several other industries 
which had also established standards. He said that 
the heating contractors had to have standards of 
measurement in order to certify their installations 
and said that the standardization committee of the 
national association had been 10 years working on 

















engineer; 


Milwaukee association 
Reeke of Green Bay. 


Top row: E,. W. Wiese, 

Thomas Donahue of Racine, George F. 

Middle row: Chris. Kaelber of Racine, E. J. Sullivan of Ke- 

nosha, Joseph E. Volk of Milwaukee. Bottom row: A. R. Her- 

ske of American Radiator Co., E. L. Flentje of Plumbing and 

Henting Industries Bureau, William G, Bergner of Granite 
City, Wl. 
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the job of establishing standards. Mr. Fitts pointed 


MANUAL out that the standards of the association were good, 
CONTROL SIDY but said that something was needed by which mem- 
ARM HEATER bers could estimate more quickly, and so the na- 
tional association produced the standard radiation 
attach to , 
Built boi ler. Can table now in use. 


He gave a black-board talk on the subject of in- 
filtration, and told of the tests made by the Ameri- 
can Society of Heating and Ventilating Engineers 
at St. Louis. He showed the-results of these tests 
and went on to explain the method of estimating in- 
filtration, in order to make sure that the proper 
amount of radiation was given for heating installa- 
tions. 

In closing, Mr, Fitts said that he was looking for- 
ward to having Wisconsin as the first 100 per cent 
certified heating state in the country, and said that 
with one concrete example of such a state, the na- 
tional association could go forward with a great 
deal more strength in furthering its organization. 
Wisconsin, he said, would be that example. 

In opening his talk on the subject of merchandis- 


lectric 
aap supply _ 
water to these 11 
late awe | 


ings better than 





on- 
vo meee jentiful ing, Kk. L. Flentje, of the Plumbing and Heating In- 
os * one dustries Bureau, defined merchandising as “a _ pur- 
ence is unbeatah”™ poseful, sustained effort to dispose of products at a 
Build up ® ert profit.” He pointed out that there were many dit- 
business with t ferent ways of merchandising, and said that at the 
heater: present time the heating industry was merchandis 
© ing. The plan of merchandising as used in the heat- 
D. WESSELS ing industry may not be as purposeful as desired, he 
& SONS co. said, but the efforts and desire to merchandise are 
pETROIT present, and with certified heating as a tool, the 





heating industry can expect to gain a great deal 
ground in the merchandising program. 

Mr. Flentje pointed out the importance of making 
sure that mailing lists contain only the names of 
home owners who can be made to have the desire for 
better heating plants, and who have the ability to 
| pay for them when installed. He said that 60 per 
| | cent of sales effort is wasted where literature is sent 
| | | out indiscriminately, pointing out that 45 per cent 
| of families in large cities have an income of less than 
$2,200 per year. He said that cities should be zoned 
into economic groups, thus segregating the income 
group, and eliminating the 45 per cent group. He 
said that the bureau had available such segregations 
for all cities of 100,000 or more. 

In closing, he pointed out the importance of 
modeling work, and said that on the average, one 
and one-tenth bids were received on each remodeling 
job, thus proving that the remodeling work offered 
a field where there is little competition, and where 
Wore) Automatic Cellar oe is ideal for . — ee ee a. :; 
draining seepage water from basements, fly- Kk. G. Byrd, field representative of the national as- 
wheel pits, elevator shafts or wherever it is | sociation, spoke on the certified heating program 0! 
necessary to remove water that is below the | | that organization. He said that the national asso 


sewer level. reid - : 
ciation was proud of the work Wisconsin had done. 
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Top row: J. J. Wiertz, Walter Feichter, R. R. Hughes and J. 

P. Smollien, all of Racine. Bottom row: B. C. Freeman, Henry 

Brenner, R. J. Kellerman, Ben Wenninger, Henry MeNulty, 
all of Milwaukee 


out that, with that program, the national association 
knows that more business can be created for mem- 
bers. The creation of more business was the main 
purpose of certified heating, he said. 

Mr. Byrd led a = ral discussion on certified heat- 
ing, and called on C. P. Finke, of Sheboygan, where 
certified heating was very successful, in spite of the 
fact that there are only six members in that city, 
which is the smallest certified heating city in the 
country. Mr. Finke pointed out that overhead with 
the certified heating program had lowered consid- 
erably, and that having an association engineer acted 
as a good insurance policy for contractors. 

A. R. Herske, of the American Radiator Co., form- 
erly secretary of Heating and Piping Contractors 
Cleveland Association, told of some of the results 
accomplished in the latter organization. He said 
that certified heating had been the vehicle of accom- 
plishing things that many associations had wanted 
to do, and pointed out that in Cleveland when it be- 
came apparent that a building depression had become 


a 


a fact, the certified heating program proved its | 


worth to the heating contractors. 

Mr. Herske said that the use of certified heating 
is the only thing a heating contractor has in order 
to show the public that the industry has something 
to give it. He said that certified heating furnished 
the program for association work, and so makes as- 
sociations stronger and more valuable to members. 
The trade association has to have something to sell, 
according to Mr. Herske, and certified heating is 
that something for the heating industry. He stated, 
however, that it was not merely the two words, but 
was the idea that stands behind the words that 
creates the confidence of members in one another, 
and of the public in the members. Mr. Herske said 
that the only way to find business was by going out 
alter it, and that in the present transition of methods 
of disposing of material in which the commercial 
world finds itself, buyers no longer come to the heat- 
ing contractor to ask for installations. 

“We are living in an age of sugar coating,” said 
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Fig. 118 No. 5—%,4-inch Compound Injector, 
Patented in U. S.A. ,Conada and Foreign Countries. 


Pure, Soft, Dehn Water 


The water that has gone thru a Dehn 
Automatic Water Softener is pure, soft 
and healthy. 
The Dehn is made to serve anywhere 
where minerals of any kind have to be 
removed from water. 

Ask your jobber, or write 


us about it at once. 


Compound [njector & Specialty Co. 
419-421 D. North Laramie Ave. Chicago, Ill., U. S. A. 
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THE QUALITY GOODS 














WHEN THE BIDDING 
IS CLOSE— 


SMILE! 





No. 3 
APEX 
LATHE 
TYPE 
MACHINE 
1”to 6” pipe 








Merrell Apex users smile no matter how close 

prices are for they possess a machine especially 

built to enable them to meet competition. More 

speed, ample power, eight speed changes with friction 

clutch control, but two die changes. Die change made in 

thirty seconds without loosening screws or plates. Double 

cut off knives make ours the fastest cut off built. New 

‘‘Merrelap™ process insures unusual accuracy and long life 
in our dies. Write for additional information. 


foreR 


PIPE THREADING Wed MACHINES 
841 Curtis St. - Toledo, O. 
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WO Bronze Seats in the 

Dart Union are that 
added quality that make it 
so much superior. Never any 
need to worry whether a Dart 
will hold. Once on the line 
it is tight always. 








Ask your jobber tosupply you 
E.M. DART MFG. CO.,Providence,R.I. 
The Fairbanks Company, Sales Agents 
Canadian Factory, Dart Union Company, 
Limited, Toronto, Canada 














Air-Tight Steel Tank Co. 


PITTSBURGH, PA. 


TANKS 


TANKS FOR: 





igh apts gas and air ———— Pneumatic 
water s pl asoline we oil oy, all a burning equip- 
ment— = top— Welded. enuine Copper Brazed 
tanks for high pressure—the bs safest, strongest tank it is 
possible to construct by any known process.A.S.M. Leeds tanks. 











WARNOCK 








TRIPLE WEAR 
WRENCHES 


The Warnock Wrench is easy to adjust. The strap is 
arranged in such a way that it can be drawn absolutely 
tight in ONE movement. Notice, too, that this strap is 
triple folded at the point of greatest strain. 


Ask your jobber to supply you 


Warnock Mfg. Co., Worcester, Mass. 














The Butler way of making Overton Roof Flashings as- 
sures an absolutely leak-proof flashing that will remain 


tight on the roof for many years. From your jobber. 


BUTLER MANUFACTURING COMPANY 
Minneapolis 33 Minnesota 
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of 


William Callies of Milwaukee, Frank Mueller 
Milwaukee, H. H. Niebuhr of La Crosse, H. M. Dailey of Mil- 


row: 


waukee, N. J. Hengel of La Crosse. Bottom row: W. E. Ever- 

ham of Pacific Steel Boiler Corp., M. L. Flaherty of Milwau- 

K. J. Griebel, Wisconsin manager of Pacific Steel Boiler 
Corp. 


kee, 


Mr. Herske, and pointed out that no one can sit back 
in an office any longer and get business, but must 
dress up his products and let the public know what 
he has. Mr. Herske said that products of manu- 
facturers were now dressed up in colored exteriors 
and said that salesmanship methods and ideas should 
also be sugar coated as well as the products. In 
closing, he said, “We can't scoff before we scan,’ 
and concluded that we had to investigate and then 
push the ideas across. 


Resolutions 


The association passed a resolution supporting the 
work of the Plumbing and Heating Industries Bu- 
reau, and resolutions of thanks to the trade press, 
K. L. Flentje, Joseph Fitts, the Milwaukee Elks’ 
Club, the Milwaukee Association of Commerce and 
A. H. Herske. On the proposal of M. L. Flaherty, 
a resolution was passed to the effect that the resolu- 
tions committee for the next annual convention be 
appointed at least one month previous to the con- 
vention itself, in order that the committee might 
work on resolutions. 

George F. Reeke, of Green Bay, reported for the 
committee on the national by-laws, and said that it 
was the opinion of the committee that the by-laws 
have everything they needed. The association went 
on record as recommending that the by-laws be 
adopted by the national association. 


Committees 


The following committees were appointed to carr) 


on the work of the association: Auditing, R. R. 
Hughes, of Racine; Joseph H. Volk, of Milwaukee. 
and Chris Kaelber of Kenosha; credentials, J. |. 


and Michael Mueller of Milwau 
Reeke of Green Bay. 


Wiertz of Racine. 


kee; resolutions, George F. 


| Walter Feichter of Racine, and John S. Jung of Mil 


(. Freeman of 


' and 
grievances, E. 


nominating, C. P. Finke of Sheboygan, B 
Milwaukee, and G. E. Patterson 0! 
entertainment, Frank Mueller, E. Knab) 
Juttner, all of Milwaukee; appeals and 
J. Sullivan of Kenosha, T. L. Ahern oi 
ond du Lac, and Thomas Donahue of Racine. 


waukee : 


Appleton ; 
(Otto 
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Texas Master Plumbers’ 
Convention 


(Continued from Page 162) 


For _installa- 
tions in public 
buildings the 
Jones Hollow Ra 
Ware Roll Rim “7 
Hopper with if 
Self - Rising 
Seat cannot be 
beaten. ed 
Sturdy enough 
to stand the 
abuse yet neat 
in appearance. 





In conclusion, after a plea for a continuance of the 
zood work in Texas, Mr. Denning said: “There is 
not a man in this room whose success is not depend- | 
ent upon every other man in the room.” | 

The report of the credentials committee showed 
a total membership of 310; 183 paid up; 84 new mem- 
bers; 15 members reinstated; a registration of 179. 

On the last day of the meeting, Mr. Thomas took 
the floor to call attention to the fact that in the 
past it had been recommended that the retiring presi- 
dent become automatically second vice president of JONES HOLLOW WARE CO. 
the association and a member of the board of direc- | BALTIMORE :: MARYLAND 
tors, in order that any unfinished business from his ma - 
administration might be carried out with his aid and | ‘ . . 
counsel. The motion was carried unanimously. Un- | | Protection without Compromise 
der another resolution introduced from the floor, a | 
committee will be appointed to study the possibility 
of inaugurating a fixture tax throughout the state. 








Let us send 
our catalog. 
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. 
ner raradlbar Pripersee eaten 


HERE are no “‘if’s’’ and ‘“‘but’s’”’ 


eo 


about the new M & M Self- | k 
Cleaning Duplex Feeder. It keeps the | ‘én 
boiler water line where it belongs at 
all times, under all conditions. The 
self-cleaning valves stay new even in 
the hardest water. It makes good 
your guaranty on every installation. | 
The new booklet tells why. Your eB 
copy is ready. ‘<< 


As a result of the discussion of the law suit re- 
ferred to earlier in this story, a resolution was intro- 
duced to the effect that legislation be secured in this 
sense: It is frequently embarrassing for a sub-con- 
tractor to serve the owner with notice because the 
original contractor resents the practice and is likely 
to refuse further work to that sub-contractor. The 
resolution, therefore, recommended legislation which 
would make it the duty of the owner to take notice 
of any labor or material furnished by the sub-con- 
tractor, and that the owner be furnished by the gen- 


eral contractor with copies of his contracts with his | READIN ¢. B RAN D 


sub-contractors. Also that the assignee or purchaser 


ot the property take it subject to all such obliga- | BRASS PIPE 
tions. NIPPLES 


An interesting resolution which was introduced 
Sea aa! 

by Henry J. Martyn of Dallas, recommended that NY IN) READING BRE 
the convention recommend to the national associa- wi = 
tion that it consider a change in the name of the 
association, making it more readily possible to dis- | Cut in perfect lengths and 
tinguish between the master plumber and the jour- carefully threaded. Read- 
neyman and further recommending a contest open | ing Brand Brass Nipples 
to the public for a coined word, the word to be cepy- will save you time and 
righted by the association for the use of its mem- trowbie. 
bers, such word to take the place of the word 
= | H. W. HUNT CO. 

On the question of the permanent office for the 
national association, the convention went on record 
as favoring its establishment, with Chicago as its lo- 
cation. 


MCDONNELL & MILLER 
400 N. Michigan Ave. Chicago 


McDONNELL & MILLER 
Self-Cleaning 
DUPLEX FEEDER 
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THEY SELL QUICKLY ; 








a A simple demonstration ““W“S//7S - 

© wie . —— ae —_ ) ga SS 
A visitor at the convention was J. L. Robertson, that will require but a J : ; 
¥ 5) 


of Mason City, Ill. Mr. Robertson was introduced 
and welcomed at the first session of the convention 
and at the luncheon was asked to tell something of 
his experiences in connection with the work in IIli- 
nois on a state plumbing code. 


few minutes, will sell a 
Johnson Red Ring 
~—— Gas Lighter to any 
hot water heater 
owner. Are you 
displaying it. 








A resolution introduced from the floor recognized 

















the services which Joseph Netzer, of Laredo, has | a ees eee ee 
~ - . = | eo er NG o 
lor many years rendered the association as chair- | Bee ‘ i | 

c F ' : : ™ rr™.. < s lights heater in I . LO. “a 
man of the important Resolutions Committee. This Sesemsens.  Deopoing Jenn Sag | 
. . ‘ » RED RING shuts off 10226 Woodward Avenue 
resolution, passed unanimously, allows Mr. Netzer | gas POSITIVE Detroit, Mich. | 

. j ACTION 

expenses to and from the convention. | = 
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Hear Talk on Merchandising 


The Association of Master Plumbers of Baltimore 
City, Inc., held a meeting on Thursday, April 11, 
which was one of the best attended meetings of the 
year. The guest speaker of the evening was A. R. 
Herske, of the American Radiator Co. Mr. Herske 
spoke of the slow progress that the plumbing indus- 
try was making in comparison with other industries. 
He pointed out the antiquated methods and time- 
worn practices that the plumbers still indulged in, 
while the members of other businesses were always 
seeking and adopting the latest and most modern 
of business practices. He stressed the fact that plumb- 
ing and heating were necessities of life, as well as a 
health protection, while luxuries such as automobiles 
and radios were far outstripping them in sales. 


May 4, 1929 


Mr. Herske told of a man who, after being on the 
board of directors of the General Motors Corp., later 
became associated with a manufacturer in our field, 
and was astonished to learn how little was being 
done to educate the public about the value as a health 
measure of heating and plumbing, while the automo- 
bile, a luxury and not even remotely connected with 
health, has been pushed with such vigor and with 
so much success. 

Yesterday, continued Mr. Herske, was the day of 
the plumber who sat in his small shop and waited 
for the telephone to ring, summoning him to repair 
a leak or replace a fixture, but today in order to be in 
the race, he must be a business man and a salesman. 
An open discussion took place later in which Mr. 
Herske answered questions from the floor. 


Rhode Island Association to Work tor 
State Code 


Annual Convention Elects John Drysdale as 
President; Gode Committee Continues Work 


NDING up a year of intensive activity, the 

Rhode Island Master Plumbers’ Association 

held its annual convention Thursday, April 
18, at the Hotel Biltmore, Providence, R. I. This 
is the youngest state association in the country, and 
Clerk John R. McGee, of Bristol, reported a new 
total of 65 members, with one new member elected 
at the meeting. The new officers elected for the 
coming year were: John Drysdale of Providence, 
president; Fred Harvey ot Westerly, vice president ; 
William J. Fogarty of Providence, treasurer, and 
John R. McGee of Bristol, clerk. 

Retiring President Burnside, in his message to 
the convention, reviewed the work of the year, and 
outlined what he considered the vital problems that 
should be considered by the new administration. He 
touched on some of the high spots during his ad- 
ministration, and explained that the success of his 
administration was due to the assistance and co- 
operation of his officers and various committees, and 
gave praise to the men who worked with him. 


President Burnside Makes Recommendations 


President Burnside recommended that the matter 
of fees for dues and membership be acted on, and 
suggested that the membership fee be retained at 
$10 a year, rather than increasing to $5 for member- 
ship and $10 for dues. This procedure, he feels, will 
attract many more into the association. He recom- 
mended the employment of a field man to help to 
build up the association, and also recommended the 
preparation of a state code, to have ready for action 
at the next meeting. 

The convention accorded Mr. Burnside a vote of 


thanks for his efforts as president of the association 
for the past year, and President-Elect John Drysdale 
presented to Retiring President Burnside a watch, 
as a token of appreciation from the association for 
his valued services and efforts during the past year. 
Following Mr. Burnside’s report, Financial Secre- 
tary William J. Fogarty of Providence, Treasurer 
John F. Williams of Providence, and Clerk John R. 
McGee of Bristol, all gave their respective reports. 
Frank Merriweather of Providence, chairman of 
the new code committee, reported that, inasmuch 
as this work was new to the committee members, 
they had gone slowly in order to be sure of the 
ground. They had investigated the success of new 
codes in other states, and methods of procedure to 
draw up a code, as well as methods of getting codes 
passed by legislatures. They are now ready to de- 
velop the detailed code, and Mr. Merriweather re- 
quested the added assistance of two more members 
on the committee. William Fogarty and C. Twee- 
dale, both of Providence, were appointed. Mr. Merri- 
weather said that they should arrange for a commit- 
tee to draw up details of the code. This committee 
should consist of a master plumber, one journeyman, 
a doctor or member of the state board of health, and 
one neutral member, not interested in the business. 
Mr. Fogarty reported on the drawing up of a bill 
to be presented to the legislature relating to the 
licensing of journeymen, and read a letter from the 
Chamber of Commerce at Washington on plumbing 
codes, in which it was noted that certificates of 
competency are suggested to be issued to journey- 
man plumbers, rather than attempting passage of a 
bill requiring the licensing of journeymen. It was 
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decided to discuss this further at the next meeting, 
called for Monday, May 8, after members and com- 
mittee had a further opportunity to acquire addi- 
tional information on the subject. 

Financial Secretary Fogarty moved that a com- 
mittee of three be appointed by the incoming presi- 
dent to consider and bring in reports and suggestions 
regarding the recommendations of Retiring Presi- 
dent Burnside. He also moved that this same com- 
mittee inquire of all members of the state associa- 
tion to what their attitude is on the subject of “Cer- 
tified Plumbing.” Mr. Fogarty outlined what this 
would mean to the association. He told what success 
is being met with in the heating industry, and how 
it creates in the mind of the buying public a great 
deal of confidence in members of the association spon- 
soring “certified plumbing.” 

Retiring President Burnside’s final request to the 
association was that all members give their hearty 
support and co-operation to President-Elect Drys- 
dale during the coming year and each member take 
it upon himself to go out and talk his association and 
gather in any new members, as, he said, the success 
of the association depended on their unity and 
strength. 

Sf 
To Hold Welding Courses at Carnegie 


It is announced that under the direction of the depart- 
ment of plumbing, heating and ventilating of the Carne- 
gie Institute of Technology in Pittsburgh, courses in 
plumbing and oxy-acetylene welding for teachers and 
supervisors of industrial education, will be given. This 
will take place during the six weeks’ period between 
June 28, and August 9, at the twelfth summer session 
of that institute. 

Although the courses in these subjects are outlined 
primarily for the benefit of teachers and supervisors, the 
announcement points out that the work is designed to 
have a special appeal to undergraduates and others who 
feel a need for more technical training. 

* : 

Lien Law Committee Successful in New York 

The culmination of practically two years of intensive 
effort on the part of Jere L. Murphy, president, J. L. 
Murphy, Inc.; George L. Kumpf, vice president, Dimock 
& Fink Co., New York City, and a group of others 
prominent in the building industry, came on April 10 
when Franklin D. Roosevelt, governor of the State of 
New York, signed a bill revising the lien law. Concen- 
trated endeavor to amend the law generally was the re- 
sult of the organization of 56 cities and towns through- 
out the state, which was accomplished by Mr. Murphy, 
Colonel John B. Rose and A. A. Alles, Jr., secretary of 
the Association for the Revision of the New York State 
Lien Law. These advisory boards thus created, on which 
were many other prominent master plumbers and whole- 
salers, under the general direction of Colonel Rose, co- 
ordinated fully and responded to instructions whole- 
heartedly. 

The following outstanding points were incorporated 
in the final draft, as passed, of the Williams-Cornaire 
Lien Law Amendment: diversion of building loan pay- 
ment made a misdemeanor; no priority of liens irrespec- 
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Undoubtedly 


The Most Popular 
Automatic Water Heater 
Priced to Fit Everyone’s 


Pocketbook 


15 Gal. $50 30 Gal. $70 
20 Gal. $55 40 Gal. $85 


Distributed by the Plumbing 
Trade at a Nice Profit. 


Why wouldn't it be the Most 
Popular? 


os 
John Wood Mfg. Company 


Conshohocken, Pa. Chicago, IIl. 
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STARK 


ELECTRIC BASEMENT DRAINERS | 
“The Cure for Flooded Basements”’ 
Clog proof screen—slow motion intake 





You can’t stop it with sump 
refuse “SA WW OY 


suman 


As a matter of fact, 
you cant stop it 
with anything 
except a dry 
basement 








The STARK PUMP Co. 


Pioneer Electric Basement Drainage Engineers 
17128 Mt. Elliott Ave. : Detroit, Mich. 


BRANCHES: Chicago; Philadelphia; Toronto, Atlas Eng. & Mach. Co., Ltd. 











tive of date of filing (except for wages) ; composition 
possible by agreement of 55 per cent in amount «{ 
lienors; nuisance lien removable and void; all liens may 
be bonded in advance, in which event all claims enfor: 

able against bonding company; husband (or wife) agent 
for real owner; lien may be waived only by express 
written agreement; collusive conveyance void; arbitra 
tion clause survives filing of lien; counterclaim as waiver 


of trial by jury; lien extends to owner's right, not only 
| existing at time of filing of notice of lien, but there- 


after acquired; lien has priority over mortgage not re- 
corded at time of filing notice of lien; building loan con- 
tract must be filed on or before date of recording build- 
ing loan mortgage, and any subsequent modification of 
building loan contract must be filed within ten days after 
execution of any such modification. No assignment of 
contract nor order for payment of money shall operate 
to reduce the lien of a sub-contractor, laborer or ma- 
terialman. 

The following points were excluded: no inchoate 
right of lien referring back to date of commencement ; 


| no statements of disbursements required to be filed. 


¢ 
Plumbers’ Clubs Hold Joint Meeting 


A joint meeting of the West Side Plumbers Club and 
the Hollywood Plumbers Club was held at the Holly- 


_ wood Athletic Club, Hollywood, Calif., on the evening 
of March 25. About seventy-five master plumbers be- 


longing to the two clubs, and representatives of the 
> > 

manufacturing and jobbing factors in the industry were 

present. Frank T. Hassey, president of the Hollywood 


club, presided, ably seconded by W. A. Deel, president 
of the West Side club. Among those who spoke at 
length was Thomas H. Hogan, president of the [Los 


Angeles Merchant Plumbers Association. The event 
will be but the first of a series of such meetings which 
will be held from time to time in the future. 

€ 
Parley G. James to Attend Buffalo Convention 

Parley G. James, president of the Salt Lake City, 
Utah, Association of Sanitary and Heating Engineers, 
will represent that organization at the N. A. M. P. con- 
vention at Buffalo next June, according to the motion 
passed at the regular semi-monthly meeting held April 
4th in the association suite in the Hooper Building. 

The members stood for one minute in silent prayer in 
tribute to the late Albert Wilson, past-president of the 
National organization. It was announced that the 
Ladies’ Auxiliary would entertain the masters at a 
dance to be held in Memorial Hall on May 3. 

» 
Michigan Chapter Holds April Meeting 

The April meeting of the Michigan Chapter of the 
American Society of Heating and Ventilating Eng! 
neers was held in the concourse of the Fisher build 
ing, Detroit, Mich., on Tuesday evening, April 16 
The speakers for the evening were: Herbert Zie’, 


ot Albert Kahn Co., architects and engineers ; Glenn 


Winans, of Detroit-Edison Co.; Fred Johnson, ©! 
Johnson-Larson Co., heating and plumbing contra: 
tors, of Detroit. 














ontana Masters Hold One-Day Meeting 


Elect A. A. Pinski as New President 


HE thirty-second annual convention of the Mon- 

tana Master Plumbers Association was held at 

Boulder Springs Hotel, Boulder, Mont., April 13. 
The meeting was well attended, and was successful from 
every angle. Roy KE. Thompson, of Tacoma, national 
director, was present representing the national associa- 
tion, and J. A. Kacher of Tacoma, represented the 
Plumbing and Heating Industries Bureau. 

After routine matters were disposed of, and the 
above named visitors introduced, considerable time was 
spent in discussing 
the progress of the 
| state code. A com- 
| mittee had been 
| appointed at the 
| last convention to 
work with a simi- 
lar committee from 
Montana Water 
Works Associa- 
tion, and the State 
Department of 
Health, with a 
view to having en- 
acted a health code 
for the protection 
of the health of the 
people of Montana, 
through education 
= and a more strin- 

gent regulation of 
matters affecting the health conditions of the state, by 
preventing stream pollution, improving sewage disposal, 
and sanitary conditions in homes and public buildings, 
particularly in rural districts and small towns. H. B. 
Foote, of the bureau of sanitation and stream protection 
of the board of health, gave his enthusiastic assistance, 
together with a committee from the Montana Water 
Works Association. Several joint 
meetings were held, and a code was 














A. A. Pinski of Great Falls, 
newly elected president 








posed of Walter Arnold of Butte, A. A. Pinski of 
Great Falls, and R. D. Stocking of Helena. Roy I. 
Thompson was able to furnish much information on 
ways and means which had been employed in Wash- 
ington, which association has been working on a 
similar code for several years. Mr. Kacher also of- 
fered the services of the bureau in anything they 
could assist in. 

The report of the secretary showed a gain in mem- 
bership for the last few years. It was decided to adopt 
the zone system of 
dividing the state, 
and to put on an 
intensive campaign 
for membership. 
Reports from all 
parts of the state 
showed that condi- 
tions were better 
than they had been 
for some years, and 
justified unusual ef- 
forts to bring the 3 
membership up to Yr . ss Ed 
its quota. ve 
National  Direc- [es : A Pa 
tor ‘Thompson pre- 
sented a number ot 
matters in which 
the national asso- 
ciation is interest- | 
ed. and his talk was filled with interesting and 1n- 
structive comment. He asked for a vote on the 
proposition of a permanent office for the national 
association, and, on being put to a rising vote, the 
convention showed itself as being in favor of 1t unant- 














Carl C. Mott of Missoula, 
retiring president 


mously. 
Mr. Kacher presented the program and newest 
projects of the bureau in a most ef 
| fective and pleasing manner, and 





formulated, but it was impossible 
to get it into shape to present to the 
legislature this year. ‘The commit- 
tee was warmly commended for the 
work it had done and was continued 
for another year. The support of 
the entire membership was pledged 
to the efforts to put over the enter- 
prise. The committee was com- 











>. F. Kuschke of Billings, 
re-elected seccretary-treas- 
urer 


proved to be one of the most popu- 
lar speakers ever to address the con- 
vention. 

The election of officers showed 
the following results: President, 
A. A. Pinski, of Great Falls; vice 
president, Walter Tillman, of Shel- 
by; secretary-treasurer, Elwood F. 
Kuschke, of Billings. 
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BOILERS 


The story of the success of Bryan Boilers is 
written in thousands of homes throughout 
the country. The Bryan solves the problem of 





economical oil consumption and offers the 
utmost in cleanliness, appearance, ease of 
operation, efficiency and honest-to-goodness 
heating power. 


We urgedly suggest that you investigate the 
sales possibilities of this modern household 


necessity. 













“Rapid 
return of water 
from dome to base 
ring unrestricted 
water travel.” 








“Unburned 
gases pass through 
dome fiving dry 
steam for radi- 
ation.” 

















“Remove 

and replace 

side in cleaning 
within five 


“Copper 
tube arrangement 
qusrantees min- 
imum heat 
loss.” 






















minutes,” 












“Higher 
temperature 
in here means 
quick igni- 
tion.” 


“Designed 
to meet the de- 
mand for complete 
tue! combus- 
tion.” 












BRYAN STEAM CORP. 


BOILER DIVISION 


504 | 
BRYAN BRYAN aan 
BLDG. 














May 4, 1929 


Convention Dates 


May 6 and 7, 1929.—FLORIDA—tThe seventh annual conven- 
tion of the Florida State Association of Master Plumbers and 
Heating Dealers, Inc., to be held at Daytona Beach. 


May 13, 14 and 15, 1929.—-N. P. S. A.—The twentieth annual 
convention of the National Pipe and Supplies Association, to 
be held at Pittsburgh, Pa., with headquarters at the William 
Penn Hotel. 

May 14 and 15, 1929.—CONNECTICUT—The thirty-ninth 
annual convention of the Master Plumbers’ Association of 
Connecticut, to be held at Stamford. 

May 17 and 18, 1929.—OREGON—The twenty-eighth annual 
convention of the Oregon State Association of Master Plumb- 
ers, to be held in Portland, at the Multnomah Hotel. 

May 20 and 21, 1929.—TENNESSEE—tThe thirty-first annual 
convention of the Associated Master Plumbers of Tennessee, 
to be held at Knoxville. 

May 20, 21 and 22, 1929.—KENTUCK Y—The thirty-third 
annual convention of the Kentucky State Association of Mas- 
ter Plumbers, to be held in Louisville, at the Brown Hotel. 


May 20 and 21, 1929.—-ALABAMA—tThe annual convention of 
the Associated Master Plumbers of Alabama, to be held in 
Montgomery. 

May 21 and 22, 1929.—PENNSYLVANIA—The thirty-fifth 
annual convention of the Pennsylvania State Association of 
Master Plumbers, to be held in Pittsburgh, with headquarters 
at the William Penn Hotel. 

May 21 and 22, 1929.—NEW JERSEY—tThe twenty-eighth 
annual convention of the New Jersey State Association of 
Master Plumbers, to be held in Elizabeth, with headquarters 
at the Winfield Scott Hotel. 

May 21, 22 and 23, 1929.—-CALIFORNIA—The twenty-eighth 
annual convention of the California Merchant Plumbers’ Asso- 
ciation, to be held at Long Beach, with headquarters at the 
Hotel Virginia. 

May 23, 24 and 25, 1929.—-W ASHINGTON—The thirty-fourth 
annual convention of the Association of Master Plumbers of 
the State of Washington, to be held at Tacoma, with head- 
quarters at the Tacoma Hotel. 

May 23, 24 and 25, 1929.—-N. A. P. H. S.—The fourth annual 
convention of the National Association of Plumbing and 
Heating Salesmen, to be held at Philadelphia. 

June 7 and 8, 1929.—NORTH CAROLINA—The nineteenth 
annual convention of the North Carolina Association of 
Plumbing and Heating Contractors, to be held at Wrights- 
ville Beach, with headquarters at the Oceanic Hotel. 

June 10, 11, 12 and 13, 1929.—H. P. C. N. A.—The fortieth an- 
nual convention of the Heating and Piping Contractors Na- 
tional Association, to be held in St. Louis, Mo., with head- 
quarters at the New Jefferson Hotel. 

June 11, 12, 13 and 14, 1929.—-N. D. H. A.—The twentieth an- 
nual convention of the National District Heating Association, 
to be held at Detroit, Mich., with headquarters at the Hotel 
Statler. 

June 10, 11, 12 and 13, 1929.—H. P. C. N. A.—The fortieth an- 
nual convention of the National Association of Master Plumb- 
ers, to be held at Buffalo, N. Y., with headquarters at the 
Hotel Statler. 

June 25, 26 and 27, 1929.—N. A. M. P. AUXILIARY—tThe 
eleventh annual convention of the Women’s Auxiliary to the 
National Association of Master Plumbers, to be held at Buf- 
falo, N. Y., with headquarters at the Hotel Statler. 

June 26, 27, 28 and 29, 1929.—A. S. H. V. E.—The summer 
meeting of the American Society of Heating and Ventilating 
Engineers, to be held at Bigwin Inn, Lake of Bays, Ont., Can. 

September 3, 4, 5 and 6, 1929.—-A. S. S. E.—The twenty-fourth 
annual convention of the American Society of Sanitary Engi- 
neering, to be held in Detroit, Mich., with headquarters at the 
Fort Wayne Hotel. 


COMING TRADE EVENTS 

May 9, 1929.—The first meet of the Western Trade Golf As- 
sociation, to be held at the Wilmette Golf Club, Wilmette, III. 

May 10, 1920.—The first meet of the Michigan Trade Golf 
Association, to be held at the Grosse Isle Golf and Country 
Club. 

May 10, 1929.—The last dance of the season of the Sani- 
steam Club, of Norfolk, Va., to be held at the Woman’s Club 
in that city. 

May 15, 1929.—-The first trade praetice conference of the 
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plumbing and heating industry, to be held at the William 
Penn Hotel, Pittsburgh, Pa. 


May 15, 1929.—The May meet of the Heating and Ventilat- 
ing Golf Association of Philadelphia, to be held at the 
Llanerch Country Club, Llanerch, Pa. 


May 17, 1929.—Spring golf tournament and dinner dance of 
Illinois Chapter of American Society of Heating and Ven- 
tilating Engineers at Glen Oak Country Club. 


June 19, 1929.—The June meet of the Heating and Ventilat- 
ing Golf Association of Philadelphia, to be held at the Spring 
Haven Country Club. 


June 24, 25, 26, 27 and 28, 1929.—The annual exposition of 
plumbing, heating and allied products of the National Asso- 
ciation of Master Plumbers, to be held at the Broadway Audi- 
torium, Buffalo, N. Y. 


July 11, 1929.—The third meet of the Western Trade Golf 
Association, to be held at the Glen Flora Country Club, Wau- 
kegan, III. 

July 17, 1929.—The July meet of the Heating and Ventilat- 
ing Golf Association of Philadelphia, to be held at the Arono- 
mink Country Club. 

August 20, 1929.—-The annual outing of the Master Plumb- 
ers’ Association of the City of Passaic, N. J., to be held at 
Dlatsberg’s Farm, Hawthorne, N. J. 


September 18, 1929.—The September meet of the Heating 
and Ventilating Golf Association of Philadelphia, to be held 
at the St. David’s Country Club, Wayne, Pa. 


October 7, 1929.—The first Fall dinner and dance of the 
Portland, Me., Master Plumbers’ Association. 


October 16, 1929.—The October meet of the Heating and 
Ventilating Golf Association of Philadelphia, to be held at the 
Cedarbrook Country Club. 

November 20, 1929.—\-The November meet of the Heating and 
Ventilating Golf Association of Philadelphia, to be held at the 
Green Valley Country Club. 


Oil Burner Men Hold Annual 


Convention 


(Continued from Page 87) 


Dr. H. T. Kennedy, of the United States Bureau 
of Standards, congratulated the industry for their 
progressive action in standardizing oil specifications. 
In the discussion that followed his talk, Dr. Ken- 
nedy said that the color of oil is not of great im- 
portance so far as a slight shade difference is con- 
cerned. 

In addition to Mr. Fleischmann, as president of 
the American Oil Burner Association, the following 
officers were elected: E. P. Bailey, re-elected chair- 
man of the board of directors; Walter F. Tant, W. C. 
McTarnahan, George Bulloch, I. M. Nelsom and 
John W. Scott, vice-presidents. A resolution was 
passed increasing the executive committee to seven 
members: J. C. Johnson, E. M. Fleischmann, E. P. 
Bailey, Trell W. Yocum, Haldeman Finnie, Walter 
Tant and Lionel Jacobs, were elected. 

The new oil institute officers in addition to Mr. 
Finnie, the new president, are: Lionel Jacobs, vice- 
president; Trell W. Yocum, managing director; E. 
Earl Newsom, secretary; and J. C. Johnson, Walter 
F. Tant, A. E. MacInnis, W. C. McTarnahan, E. M. 
Fleischmann, Lionel L. Jacobs and Haldeman Finnie, 
directors. 

® 
Fred J. Miller 

Fred J. Miller, a plumbing and heating contractor 
of Erie, Pa., died recently at his home in that city after 
a short illness. He was a member of the Erie Master 
Plumbers’ Association. 
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Pat. Oct. 21, 1926 
We furnish Shower-Stall Doors, Bath-tub 
Shields and Partitions in standard sizes 
or make them according to specifications. 
IMustrated booklet will be forwarded upon request 


G. M. KETCHAM MANUFACTURING CORP. 
83 Washington St. 3: Brooklyn, N. Y. 




































SANITARY SPECIALTIES 


Coleman’s Flexi 
ble Coil Wire 
Sewer and Pipe 
Augers should be 
in every plumb 
er’s kit. This 
Roller Wheel 
Torpedo Point 
will roll its way 
through any 
stoppage and 
around bends. 
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Flat Steel Rods and other tools for 
removing stoppages from straight 
sewers or drains. 


Allan J. Coleman 


A closet cleaner of unusual | 208 NORTH WABASH AVE. 
efficiency. You need it. CHICAGO _ ILLINOIS 


Order from your jobber. 
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Five Million Toilet Seats 
In 24. Years — 


' From May 1905 to May 1929 the 
Never-Split Seat Company sold five 
million toilet seats. 


; The fact that many of the seats 
sold way back in 1905 are still in 
use after 24 years service, proves that 

. the Never-Split Seat has been and still 

3 is the best wood seat made. 


Never-Split Seats are guaranteed for 
5 years, but thousands have been in 
service for over 20 years and are still 
good. 


Never-Split Seats are sold the world 
over through jobbers of plumbing 
supplies. 


If vou want to see a construction 
section of this wonderful seat just 
send us a post card. 


Y NEVER SPLIT SEAT COMPANY 


Founded 1905 
Dept. 110 


The Largest Manufacturers of Toilet Seats 
in the World 


EVANSVILLE, IND., U.S. A. 
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Massachusetts MasterPlumbers’ 
Convention 


The Massachusetts State Association of Master 
Plumbers held its forty-sixth annual convention in Bos- 
ton on April 2 and 3. The report of that convention 
was published on Page 168 of the April 20 issue of 
Domestic ENGINEERING. The following is the remain- 
der of that report. 

Speaking just prior to the close of the Tuesday 
sessions, Mr. Snow gave the meeting an idea of how 
the bureau is equipped, with its organization to serve 
the plumbing and heating industries. He also com- 
mended Mr. Creviston as an able business executive, 
and pointed out that the big thing trade associations 
have missed is what the bureau is offering. In con- 
clusion, Mr. Snow expressed the hope that the asso- 
ciation membership will get back of the bureau this 
year. 

Hear Committee Reports 


Edwin W. Cox, Boston, reporting for the appren- 
ticeship committee, intimated that the association 
has drifted away from this important work, in which 
every member should be vitally interested, as few 
boys are being properly educated to take the places 
of those master plumbers passing out of business. 
He advocated the institution of a program for eve- 
ning school instruction for boys working at the trade 
during the day, rather than day school classes, which 
are usually made up of men trying to learn the art 
with the idea of going right into business. Mr. Cox 
also touched on the advisability of members register- 
ing boys in their employ and guiding them. 

Speaking later on the same subject, George FE. 
Ryan, Lynn, drew the attention of the delegates to 
the fact that improper installations of materials will 
do a great deal to destroy the good will of the public, 
and inasmuch as master plumbers are dependent on 
mechanics, it is their job to see that they are prop- 
erly trained. In an effort to prevail on master 
plumbers to take the subject seriously and act, Mr. 
Ryan,called attention to the registrations at the 
Severly Trade School which disclosed that some 
men had been apprentices for fifteen years. He also 
advocated that the educational requirements of ap- 
plicants be raised. 

Edward C. Kelly, Boston, presenting the report 
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Float maintained by Ellis Billings in the “Arkalalah Parade” 
at Arkansas City, Kans. 
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iixhibit of the Master Plumbers’ Association at the recent 
Own Your Home Show held in Madison Square Garden, New 
York City 


of the essay committee, said, “Vhe probabilities of 
plumbing are still unknown, and the opportunities 
the industry offers are almost unlimited.” The num- 
her of failures, he said, proves conclusively that 
there is much the matter with the way in which it 
is being conducted. Remedies, according to the 
speaker, lie in larger numbers of men with college 
educations becoming identified with it, and the elim1- 
nation of the general contractor, thus establishing 
direct contact between the master plumber and ar- 
chitect or builder as a more economical method of 
doing business. Contrasting the use of the words 
“me” and “we” by association members, Mr. Kelly 
said, “People who act and think in terms of ‘we’ are 
most successful in the long run.” The report was 
by vote ordered published, because of the interest 
which surrounded it. 

G. Wilbur Thompson, Newton, reporting for the 
auditing committee, made it a matter of record that 
the treasurer’s accounts were correct. 

Secretary Wordell, presenting the report of the 
legislative committee, enumerated the various meet- 
ings of that group and set forth the discussions. 
Principal among these were: the matter of contrac- 
tors in instances diverting the building funds which 
they borrowed to purposes other than paying the 
sub-contractors; data for a state code, which has 
heen assembled for use in arranging a code that will 
clarify the sanitary laws and make them uniform ; 
the report which went to the judiciary committee 
and later through the ways and means committee 
hecame House Bill No. 1086, providing for the insti- 
tution of an investigation by an especially appointed 
committee of the laws and the extent of enforce- 
ment. The bill was the subject of considerable dis- 
cussion. Andrew McGlynn, Taunton, secretary of 
the state examining board, in stating the present 
status of the bill said that he had followed it closely 
through the ways and means committee of the 
House and Senate, and that it was at the moment 
before the Governor. 

Secretary Wordell then confronted the delegates 
with House Bill No. 104, which deals with range 
boiler safety devices. This bill, too, was the topic 
of much heated discussion. Professor Edward F. 
Miller, Massachusetts Institute of Technology, col- 
laborating with Elmer S. Stack, consulting engineer, 
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All Tie eho Iron | 


SIMPLEX AND JUNIOR 
FLASHINGS FOR EVERY 
ROOF CAN BE HAD IN 
EACH OF THE ABOVE 
METALS. 


Write for prices and full in- 
formation on the easily in 
stalled, durable SIMPLEX 
and JUNIOR Flashings. 








SIMPLEX MFG. CO. 
2644 N. Ashland Avenue 
Chicago, Illinois 



























THE PIPE MASTER 





OU can try out the Pipe 
Master in your own shop 

or on the job free. We havea 
plan worked out that allows 
trying The Pipe Master 
=—j without obligation. Find 
out how sturdy it is-—how 
quickly it can be taken down 
how compact it is and easy 
to handle. Find out too, 
about the pipe jaws that make 














your work easy because they 
never slip or mutilate pipe. 
Write us today for details. 











SPENCER REGULATOR CO. 
SALEM, MASS. 


FLEXIBILITY 


Wade floor drains and backwater valves can 
be installed in the ground at any depth and 
be brought to floor level by the use of man- 
hole cleanout 
extensions. 











Wade Iron Sanitary 
Mfg. Co. 
1717-21 Canal St. 
CHICAGO, ILL. 
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Inside and 
out — reveal 
a New Idea 


of 
CABINET 


QUALITY 


Corcoran Cabinets are the 
original One-Piece Steel Cab- 
inets. No cracks, no seams, 


no welded joints, no raw edges. 





> 

it 
Corcoran One Piece 
Cabinets invite the 
most critical in- 
spection for inside . 




















andoutthey present 4, 82 
startling innova- 
tions in cabinet 
design and con- 
struction. \_ Ne ————— i! 


Plumbing Jobbers who 
are looking for an out- 
standing item of mer- 
chandise on which real 
profits can be built, are 
invited to write for de- 
tails. 


Cabinet body and flange drawn 
from one continuous piece of 
steel. 


Round corners inside and out- 
side harmonize with all bath- 
room fixtures. 


Continuous piano type brass 
~ , hinge will not sag or warp. 
Nineteen models in 


Venetian Mirror Door, 
‘Colonial Mirror and 
Regular Insert Type 
Cabinets. Catalogue 
on request. 


Bulb edge glass shelves cannot 
slip forward. 


Heavy brass spring catch. 
Door action cushioned by spe- 
cially designed door catch 


knob. 


Special device prevents mirror 
breakage. 


Corcoran Cabinets are sold 
through Jobbers only. 


THE CORCORAN MFG. COMPANY 
NORWOOD CINCINNATI, OHIO 


Corcoran Mfg. Co., Dept. DE. 
Gonggpmnen 

re interested in Corcoran ne Piece Steel Bathroom Cabinets. 
Kindly ssad catalogue and full details 
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ostensibly drew it up, but it was subsequently 
changed a number of times and has made no head- 
way. It was decided that Professor Miller and Mr. 
Stack were again to agree on a bill and present it 
to the legislature. 

Mr. Stack outlined the work he has done since his 
services as an engineer were accepted by the state 
association. He set forth in the report the number 
of times he has been consulted by members and the 
number of talks he gave before local organizations. 
The matter of the location of port holes in boilers, 
which he took up with manufacturers, was also in- 
cluded and the progress that has been made in this 
direction, 

Resolutions 


Mr. Trow, as chairman of the resolutions commit- 
tee, submitted three resolutions, which were passed. 
The first concerned the commemoration of the de- 
ceased members. The second, prepared by the state 
board of directors, instructed the incoming officers, 
board of directors and the chairmen of the stand- 
ing committees to prepare a budget providing suffi- 
cient funds for each standing committee to function 
during the year. The third, presented by the New- 
ton association, petitioned the state organization to 
issue a card to each member whose dues are paid up 
so that a member working in cities other than his 
own may have something with which to substan- 
tiate his claim that he has paid his dues. 

The credential committee’s report, as submitted 
by A. H. Wordell, disclosed that a total of 118 were 
present, three of whom were from Maine and two 
from Rhode Island. 

The matter of naming delegates to the national 
meeting was voted on and, in addition to Past Presi- 
dent Gillespie and President Elect Thatcher, A. G. 


Kerr, Newton, and C. M. Neilly, Haverhill, were 
named. Charles M. Kane. Worcester, and Edwin 





Top picture: C. A. Powell and Miss Margaret Powell, of 

Bartlesville, Okla. Bottom picture: Ed Cooley and Ray Con- 

rad, both of Ponca City, Okla. Photos taken at the conven- 
tion of the Oklahoma Master Plumbers’ Association 
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Top picture: George K. Nelson, Swea City; W. C. Hansen, 

Forest City; J. H. Lewarne, Pomeroy; K. H. Elman, Buffalo 

Center; G. C. Harris, Rolfe. Bottom picture: J. C. Puth, 

Mason City; J. C. Seharlau, Mason City; J. A. MeDonnell, 

Weil-MecLain Co., Ft. Dodge; G. B. Hislor, A. Y¥Y. McDonald 

Mfz. Co., Decorah. Photos taken at the recent convention 
of the Iowa Master Plumbers’ Association 


W. Cox, Boston, were named as alternates. It was 
voted to name a committee of two to purchase a 
suitable token of remembrance for the outgoing 
president. 
Entertainment 
The banquet in connection with the convention 
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was laid in the Georgian room of the Hotel Statler, 
where the convention sessions as well as the enter- 
tainment sponsored by the womens auxiliary was 
presented. Each function, particularly well attended, 
was an enjoyable affair. 

Robert A, La Centra, president of the Boston as- 
sociation, sitting at the toastmaster’s place, intro- 
duced Wallace T. Wordell as president of the Mas- 
sachusetts Sanitary Club. After reading a letter 
from State President Gillespie, whose recent illness 
denied him the privilege of being present, National 
President Sheehan was presented, and endeavored 
to sell the gathering on what he termed the out- 
standing feature of the administration, the national 
convention to be held at Buffalo in June. In so do- 
ing, he outlined briefly the plans that have been 
made which include the innovation of having the 
business sessions from 9 until 2:30 p. m., the 
exhibits, and trips to Niagara Falls and Canada. 

Neal O'Hara, humorist, was the after dinner 
speaker, and kept his audience well entertained with 
The entertainment presented by the 
women’s auxiliary included performers from the 
Keith-Albee circuit, so selected that a particularly 
enjoyable program was given. Dancing followed 
the banquet on Tuesday evening. 


=. OSs. 


his witticisms. 


Frank M. Haskell, master plumber of Bellingham, 
Wash., and Howard Mills, in the electrical business, have 
started a new structure 50x70 feet to house the plumb- 
ing and electrical business. A garage and large space for 
stock is included. 


THE PLUMBERS’ and STEAMFITTERS’ PRicE GUIDE 








Uniform prices on plumbing work that are fair 
to the customer and allow a fair profit to the 
plumber can always be possible to the con- 
tractor when he uses the Plumbers’ and Steam- 
fitters’ Price Guide. 

You put your work on a flat rate basis through 
which there can be no small and dangerous 
“leaks” that eat so destructively into your 
bank account. 





Get it now and increase your Profit 


With the Price Guide, you can figure the entire 
cost and selling price of a job in a few minutes 
you save time and insure yourself and your 
customer against any misunderstanding. 

Write for full information today 


BAREHAM AND SAUNDERS 


Publishers of the Plumbers’ and Steamfitters’ Price Guide. 
Published and Used by Plumbers an 
Steamfitters Since 1912 


366 East Main Street 





The New 23rd 
EDITION 
What it Contains 


THE PLUMBERS’ AND 


Rochester, New York 








STEAMFITTERS’ PRICE. 

















GUIDE has been compiled 
with one purpose in view —that 
of helping the contractor to de- 
termine average costs and 
proper resale prices. Into this 





book is crammed all the infor- 





mation you can possibly need 
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COST PRICES ARE PRINTED IN BOOK 
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SUGGESTED SELLING PRICES ARE PRINTED IN BOOK 
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to determine selling prices of 
every kind of supplies you use 
—every item is instantly avail- 
able through the famous Bare- 
ham and Saunders cross-in- 
dexed system—you can find 
what you want in a jiffy. No 
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figuring—no hunting through 
price lists. You can put your 
finger on any item right away! 
T ar @, 
g SEND THIS COUPON TODAY 
Vv ——_—_— —_— — — — = << ee eee eee eee cee cee cee cee cee 
x BAREHAM & SAUNDERS, 366 East Main &t., 
Sonpes ant | Rochester, N. Y. 
S Gentlemen: Please send me at once full information 
z | about the Plumbers’ and Steamfitters’ Price Guide | 
and how it will help my business. 
Dae | 
Ee ree ee ee ee Pe ee ee Pe eee ee 
"8 | | 
) Address.... 
: | City | 
& { eee - | | 
8 ; State D E 5-4-29 
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“The Nattonal Conventions” is the subject 
chosen for discussion at meetings of the 
women's auxiliaries during May. This topic 
was selected by the Opportunity Committee of 
the Women’s Auxiliary to the National Asso- 
ciation of Master Plumbers, Mrs. E. D. Horn- 
brook, president of the auxiliary, and the 
Plumbing and Heating Industries Bureau. 
“Some of the problems and the program of the 
auxiliary,” as well as “The National Associa- 
tion of Master Plumbers—some of its im- 
’ are sub-topics of the main 
subject. Many of the women in the various 
auxiliaries are planning to attend the national 
convention, and a discussion of the organization 
of the national auxiliary and the procedure at 
the convention should prove of much interest. 


portant committees, 


Announce Tentative Program for 
National Convention 


From National President Mrs. E. D. Hornbrook, we 
learn that preparations are now under way for the na- 
tional auxiliary convention, which is to be held at the 
Hotel Statler, Buffalo, N. Y., on June 25, 26 and 27. 
Some of the speakers that are scheduled to appear on 
the program are: Theodore Ahrens, president of the 
Standard Sanitary Mfg. Co.; George H. Drake, Buffalo: 
Jere L. Murphy, New York City; Charles M. Swinnerton, 
director, National Association of Master Plumbers; N. J. 
Kennedy, secretary of the Detroit Association of Sani- 
tary and Heating Contractors. 

Auxiliary members who will speak are: Mrs. John J. 










Corcoran of Jersey City, N. J.; Mrs. William F. Black 
of Enid, Okla.; Mrs. D. J. Ahearn of Canton, Ohio; Mrs. 
A. C. Huck and Mrs. W. Ludlow, both of Buffalo, N. Y.; 
all of the state presidents and the presidents of loca! 
auxiliaries. Miss Ida M. Anderson of the Plumbing and 
Heating Industries Bureau, will also give an address. 

Mrs. John Kelly of Chattanooga, Tenn., Mrs. B. Bas- 
sett of Florida, and Mrs. McNutt of Buffalo, are in charge 
of the musical program. Mrs. A. W. Hart is historian. 


Canton Auxiliary Elects Officers 

The Ladies’ Auxiliary to the Canton (Ohio) Master 
Plumbers’ Association met recently at the Eagle Temple 
and Mrs. August Schwitzgebel and Mrs. William Zernechel 
were the hostesses. Officers were elected at the _ busi- 
ness session as follows: President, Mrs. C. G. Hahn; 
vice president, Mrs. William Zernechel; secretary, Mrs. 
Walter Zernechel, and treasurer, Mrs. H. C. Grabowsky. 
Following the business session five hundred was played 
and honors were won by Mrs. H. C. Grabowsky and 
Mrs. W. H. Grabowsky. Refreshments were served at 
the card tables. On May 8th the next meeting will be 
held at the home of Mrs. Walter Zernechel, 3226 Second 
street, Northwest, and Mrs. D. J. Ahearn will be the 
assistant hostess. 


Michigan Auxiliary Holds Large Convention 


HE Women’s Auxiliary to the Michigan State Asso- 
ferries of Plumbing and Heating Dealers held a most 
successful convention on April 9, 10 and 11. On Tuesday 
morning the auxiliary was invited to attend the opening 
session of the master plumbers’ convention, through the 
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Mrs. Minerva M. Snyder of Detroit, corresponding secretary 
of the state auxiliary; Mrs. Celia Tegges of Pontiac, record- 
ing secretary of the state auxiliary; Mrs. Nellie Hughes of 
Detroit, president of state auxiliary; Mrs. Hazel Nawrot, 
president of Detroit auxiliary; Mrs. W. A. Johnson, president 
ef the Kalamazoo auxiliary; Mrs. William Hughes of Bay 
City, state director. Photos taken at the convention of the 
Michigan state auxiliary 








kindness of Arthur Snyder, the state president. At this 
time the Detroit auxiliary presented Mr. Snyder with a 
beautiful basket of American beauties, in celebration of 
the thirty-seventh anniversary of the Michigan association. 
Miss Jessebel Strachan, daughter of Mr. and Mrs. George 
Strachan, made the presentation in a very pretty speech. 
Mrs. Hazel Nawrot, president of the Detroit auxiliary, 
welcomed the visitors, and thanked Mr. Snyder for the 
invitation to attend the association’s meeting. Mrs. Nel- 
lie Hughes, president of the Michigan state auxiliary, ex- 
tended thanks on behalf of the visitors. In the after- 
noon a theater party for the ladies and guests was given 
at the Fox Theater. A banquet and dance in the Masonic 
Temple Crystal ballroom brought Tuesday’s festivities to 
a close. 

On Wednesday morning, the first session of the women’s 
auxiliary opened soon after ten o’clock. It was called to 
order by Mrs. Nellie Hughes, state president. After the 
singing of ‘‘America,’”’ a blessing was asked by the Rev. 
Mr. Gordon Matthews, rector of St. Andrews’ Episcopal! 
Chureh. A very interesting talk was given by Dr. Amy 
Vaughan, of the Board of Health Commissioners of De- 
troit. The subject of Dr. Vaughan’s remarks was sanita- 
tion, and the importance of women’s influence in teach- 
ing children the principles of sanitation, and in this way 
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preventing the spread of disease. Miss Ida M. Anderson, 
of the Plumbing and Heating Industries Bureau, gave a 
very helpful discourse along the same lines, and told what 
women are doing in the auxiliaries in other states. 

The ladies were also fortunate in having Mrs. Edith 
Ellis of Detroit, who conducts a plumbing school, and is 


the only woman plumber in Detroit, as a speaker on what | 
women should know about the plumbing trade. At this | 
session Mrs. Hughes was presented with a lovely basket | 
of dark red roses, on behalf of the Detroit auxiliary, by | 
Miss Mary Schonhofen (daughter of Mrs. Laura Schon- | 


hofen, chairman of the entertainment committee), who 
recited a poem in making the presentation. Corsage bou- 


quets were presented to all the women speakers. Lunch- | 
eon was served at the Stevenson Hotel. where music was | 








Top row: Mrs. C. L. Mahoney and Mrs. H. J. Metzger, both 
of Kalamazoo; Mrs. John E. Green of Detroit. Bottom row: 
Miss Ida M. Anderson of the Plumbing and Heating Indus- 
tries Bureau and Mrs. Edith M. Ellis of Detroit. Photos taken 


at the convention of the Women’s Auxiliary to the Michigan | 


Plumbing and Heating Dealers 


provided by members of the Detroit auxiliary. N. J. Ken- 
nedy, secretary of the Detroit association, made an appeal 
to the women to form new auxiliaries and enlarge the 
membership of those in existence. He pointed out the 
many ways in which women can help the industry. About 
ninety women attended the luncheon. The afternoon was 
left free for the women to spend in shopping, and at 
night a grand ball was held in the Fort Wayne Hotel. 
This was a great success and thoroughly enjoyed by all. 

At the business session the next day, committee reports 
Were read. Eleven new members joined the auxiliary, 
and many others paid their dues. Owing to illness, Mrs. 
William Ames of Flint, first vice president, and Mrs. 
J.C. Wall of Kalamazoo, chairman of the scholarship com- 
mittee for Michigan, were unable to attend. Expressions 
of sympathy will be sent to them from the auxiliary. In 
Mrs. Wall’s absence, Mrs. Nellie Hughes acted as pro 
tem. chairman of the scholarship committee. New offi- 
cers were elected for the coming year as follows: Mrs. 
M. Mesnard of Detroit, president; Mrs. W. A. Johnston 
of Kalamazoo, first vice president; Mrs. W. J. Hughes of 
Bay City, second vice president; Mrs. Hazel Nawrot of 
Detroit, third vice president; Mrs. S. C. Andres of Ann 
Arbor, treasurer; Mrs. Celia Tegges of Oakland City, re- 
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Specially Cn~eréd, Pumps 


Where a Taber standard 
SUMP, sewage, centrifugal, or 
rotary pump cannot be used, a 
Taber specially engineered 
pump will meet the require- 
ments. 


Put your pump problem up to 
pump engineers. Write for 
Taber Data Sheet and Bulletins. 


TABER 


TABER. PUMP CO. Est. 1859 
290 Elm St., Buffalo, N. Y. 





Fig. 1161 Taber Duplex 
Sump Pump 
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VANDERMAN 


Combination 
Bench Pipe Vise 
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This vise is equipped 
with removable steel 
jaws that are strong 
enough to withstand 
almost any overload. 










Send for Catalogue 
Manufactured and For Sale by 


THE VANDERMAN MFG. CoO. 


Willimantic, Conn. 











There is no solder 
used in any part of 
the Bullard Adjust- 
able Galvanized Iron 
and Copper Roof 
Flashing. 

The possibility of 
breakage or cracking 
and subsequent leak- 
ing is thus reduced. 


The Bullard Specialty Co. 


Tiffin Ohio 


No Solder in 
BULLARDS 





Your jobber 
has them 
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For Every Home Everywhere 


LUMBERS everywhere are making ad- 

ditional profits by supplying the ever 

increasing demand for a modern, low cost, 
thoroughly leak-proof shower cabinet. WEISTEEL 
Shower Cabinets provide, at low cost, all the con- 
venience and pleasure of shower bathing.--Suggest 
the installation of this modern fixture to every 
home owner in your community. 


WeISTEEL showers are shipped to you as 
a unit, there is no assembling to be done. One- 
piece, integral construction insures lasting freedom 
from annoying, profit-eating leaks. This shower 
cabinet may be set anyplace, on any floor, against 
any wall. Any standard make of shower head 
and valve fitting may be used. 


We will gladly send you complete informa- 
tion and installation details. No obligation, of 
course. . . . Henry Weis Mere. Co., INC, 
Elkhart, Indiana. (Licensed Manufacturers.) 


EISTEEL 
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cording secretary; Mrs. M. M. Snyder of Detroit, corre- 
sponding secretary; Mrs. J. Marquardt of Detroit, ser- 
geant-at-arms. At this session, John Watson of Port 
Huron, new president of the state association, and Frank 
EK. Stuart, state field secretary, asked to be permitted to 
present Mrs. Nellie Hughes, retiring president of the auxil- 
iary, with a mammoth basket of American beauty roses, 
with the compliments of the master plumbers throughout 
the state. Both men thanked the members and officers 
for their co-operation. It was a great surprise to the 
ladies, who were much pleased at the tribute. Mrs. Sny- 
der, secretary, was also presented with an armful of roses 
from the master plumbers. The Oakland County mem- 
bers presented Mrs. Snyder with a lovely corsage bouquet 
and Mrs. Hughes with a pin in the shape of a small gold 
gavel. The business meeting then adjourned, and the 
convention was brought to a close by a luncheon at the 
Detroit Yacht Club. Members and guests were taken by 
bus to Belle Isle, where they were the guests of the De- 
troit auxiliary at a delicious luncheon. A beautiful musi- 


cal program was provided by a charming singer, Mrs. 
McCord. Another delightful surprise was given Mrs. 
Hughes during the luncheon, when she was presented 


with a beautiful pin of platinum and diamonds. 

iveryone felt that the convention was a great success, 
and much credit was given to Mrs. M. Mesnard, general 
chairman of arrangements, Mrs. Laura Schonhofen, chair- 
man of the entertainment committee, and their assistants, 
Mesdames Hazel Nawrot, J. J. Meier, Snyder, Kanach, G. 
Strachan, Irene Davies, E. Geigler and others. 


La Crosse Auxiliary Entertained at Banquet 

A zone meeting was held recently at La Crosse, 
Wis., by the ladies’ auxiliary and the master plumbers’ 
association. The meeting took place in the afternoon, at 
the hall of the master plumbers. After the meeting, the 
master plumbers invited the ladies to a banquet at Pioneer 
Hall. Frank Branson gave an interesting talk about 
Washington, D. C., and about the inauguration of Presi- 
dent Hoover. Mrs. Otto Ratz was presented with a beauti- 
ful bouquet of flowers in honor of her birthday. 


Salt Lake Auxiliary Elects Officers 
The Ladies’ Auxiliary to the Salt Lake City, Utah, As- 
sociation of Sanitary and Heating Engineers recently 
elected the following officers: Mrs. Robert Snedden, presi- 


dent; Mrs. Parley G. James, vice president; Mrs. Will 
Rees, secretary; Mrs. John Reeves, corresponding secre- 
tary. Mrs. A. E. Hurd entertained the Auxiliary April 3. 


North Hudson Ladies Attend Theatre 

The Women’s Auxiliary of the North Hudson (N. J.) 
Master Plumbers’ Association celebrated its sixth birth- 
day, April 2, by attending a theater party at the Cohan 
Theater, New York City. The 124 guests were served 
supper at the Capitol Banquet Hall, Union City, after 
the show. A recent party for the benefit of the scholar- 
ship fund proved a great success. 


Auxiliary of Midwest Club Holds Meeting 

The regular meeting and luncheon of the Women’s 
Auxiliary of the Mid-West Sanitary Club of Chicago, 
was held Tuesday afternoon, April 16, at the Graemere 
Hotel, in this city. The growing popularity of this women’s 
club was further evidenced by its enthusiastic attendance 
and its growing membership roster. At this meeting, Mrs. 
Walter Hagen of 1441 South Eleventh avenue, Maywood, 
Ill., was received into membership. Bridge and five hun- 
dred were played after the meeting. 
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. [ husetts Auxil Holds Sixth C t 
- | Massachusetts Auxiliary Holds Six onvention 
1K RS. CHARLES D. KIESER, president of the Women’s’ Bond, Hyannis; Mrs. J. F. Murphy, New Bedford; Mrs. 
‘0 Auxiliary of the Massachusetts State Association John Burke, Newton. Incorporated in each of these re- 
l- of Master Plumbers, Inc., presided at the sixth annual _ ports, which were accepted, was a note of progress. The 
8, business session held April 3 at the Hotel Statler, Boston. newly formed Boston association reported seventy mem- 
ut There were fifty members present to answer roll call, fol- bers. The report of the treasurer read by Mrs. A. E. 
rs lowing which Mrs. Harry McGourty, Newton, read the MacDonald was also accepted as was the report of the 
1€ | auditing committee comprising Mrs. C. F. Ostberg and 
. | Mrs. C. M. Kane, both of Worcester. Mrs. Kieser in the 
es | president’s report thanked her officers and members of 
n- | the organization for their co-operation during the year. 
et The facts pertaining to the organization of the Boston 
ld group were included in her report. 
he A motion to have copies of the by-laws printed and 
he distributed was carried. Mrs. Niels Jepson, West Newton, 
by | was congratulated on the high degree of success which 
- | the entertainment met. A proposal to contribute $100 to 
ol | the scholarship fund met with the unanimous approba- 
5. tion of the meeting. 
” | The officers were all re-elected for another term. They 
ed | | are as follows: President, Mrs. Charles D. Kieser; Vice 
| President, Mrs. J. F. Murphy; Secretary, Mrs. Harry Me- 
s iii petetncuet —— Gourty; and Treasurer, Mrs. A. E. MacDonald. Mrs. Kie- 
al Mrs. Wallace T. Wordell of Taunton, Mass., and Mrs. P. cer deferred selecting her board of directors until she 
ir- Mahoney of Portland, Me. Photos taken at the convention od thee + — athee. t} cht . wate of 
o6 dhe. Meeeeienitn Weems Qnetiene la me to give 1e matter some 1iought. <A vote o 
is thanks was extended the trade press at the conclusion of 
G. minutes of the last convention. Mrs. McGourty, who is’7~ the meeting. 
secretary, also read a letter from Mrs. Emily V. Horn- -_ | | 
brook, president of the national association, in which were Lancaster Auxiliary Gives Dance 
expressed greetings and good wishes. The Ladies’ Auxiliary of Lancaster, Pa., held a March 
$e, Reports from the various local auxiliaries were read by dance and luncheon for members, husbands and friends. 
rs’ the following: Mrs. Leo F. Gilligan, Worcester; Mrs. Harry The luncheon part of the program was kept a secret until 
at - seeiaisdiicdiiiapiadie eee a i laa apieonde 
he 
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BELKNAP PROGRESS 
FOLLOWING THE CIVIL WAR 


HE end of the War meant the return of 

labor and a great impetus to industry 
resulting in a postwar boom which lasted 
eight years. During this period the casting 
shop of what was then Belknap and Burnham 
was busy supplying valves for the industrial 
plants which were rapidly springing up 
throughout the country. In spite of a steadily 
increasing demand, the high quality of the 
product was persistently maintained—a policy 
which is today characteristic of all manu- 
factured goods produced by the Belknap 
Manufacturing Company at Bridgeport, Con- 
necticut. 
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The Float that Stops the Leak 


TRIPLE SEALFLOAT 


Here is a new design, a new principle, in tank balls, 
the Triple Seal Float. Made of purest rubber, it 
expands as the result of the water pressure in the 
tank. 


The remarkable flexibility of the Triple Seal Float 
positively assures the stopping of any leakage due 
to scale, slime or sediment forming on the seat. 


Exhaustive tests, made under all conditions likely 
to be encountered in service, have failed to turn up 
a single fault in the Triple Seal Float construction 


Order it from your jobber or write us direct. 


Golden State Rubber Mills 





Los Angeles, Calif. 
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the last minute, and it was a great surprise to the men. 
The rooms were decorated with green streamers; tlie ta- 
bles were studded with candelabra and flower vases, al] 
decorated in green and white. A most appetizing iunch- 
eon was served, consisting of cold tongue, ham, potato 
salad, potato chips, pretzels, Swiss cheese, peanuts, lives, 
pickles, coffee and ice cream. After the repast each mem- 
ber made a speech, and Mr. Wills, Mr. Long and Mr. T. 
B. Everts gave the ladies many compliments on the sue- 
cess and progress of their organization. Mrs. Peter Ritchie, 
president of the auxiliary, acted as toastmistress, receiving 
much applause for her amusing introductions. 

After the speechmaking, nearly all assembled in the 
dance hall for some real old-fashioned dances, to music 
furnished by an orchestra. Prizes for the dancing went 
to Mr. and Mrs. Fred Roeschel, Miss Evelyn Miller, Mrs. 
Alfred Evans and Carl Long. There was also a contest 
to decide upon the man who looked best in a high silk 
hat, this contest being won by Mr. Martin, steward of the 
club. The party lasted until the small hours of the morn- 
ing, and everyone enjoyed himself so well that all agreed 
that the next party could not come too soon. 


South Side Ladies Hold April Meeting 


Thirty-five members were present at the April meeting 
of the South Side Women’s Auxiliary of Chicago, which 
was held at the Windermere Hotel East. A short busi- 
ness meeting followed a very delicious luncheon. A net 
profit of $20 was reported by the committee in charge of 
the March party, held at the Plaisance Hotel. Owing 
to the generosity of the members of the auxiliary, Mrs. 
Walter Compton reported that a much larger fund had 
been created for the Easter contribution that was made 
to the ‘‘Dugout” at Oak Forest. The contribution con- 
sisted of one case of eggs and approximately one hundred 
pounds of bacon, in addition to fruit that was taken along. 
Mrs. Shaw and Mrs. Compton were extended a vote of 
thanks for their efficient handling of this matter. 

The May meeting is to be known as “Guest Day,” at 
which time each member is urged to bring one or more 
guests. <A special program is being arranged in com- 
memoration of the occasion, as this meeting marks the 
fifth anniversary of the auxiliary. Five hundred and 
bridge were enjoyed for the remainder of the afternoon. 
Mesdames J. W. Cannon, C. D. Harris, W. L. Lovejoy and 
Charles Watson were hostesses for the April meeting. 


Newton Officers Re-Elected 


The April meeting of the Women’s Auxiliary of the 
Newton (Mass.) Master Plumbers’ Association was held 
at the home of Mrs. Lillian Kerr, 21 Coyne Road, Waban. 
A lengthy business meeting was held, at which members 
of the auxiliary showed their confidence in the officers 
for the past year, by re-electing the entire number. The 
re-elected officers are: Mrs. James Davis, president; MIs. 
Harry MecGourty, vice president; Mrs. John J. Burke, 
recording secretary; Mrs. G. J. Kerr, financial secretary, 
and Mrs. James Ryan, treasurer. Mrs. C. D. Kieser was 
chosen to serve on the sick committee, and Mrs. War- 
ren and Mrs. Jepsen were selected as auditors. After 
the meeting a luncheon was served, which was much 
enjoyed by all. Then whist was played, honors going t0 
Mrs. Kieser, Mrs. Davis and Mrs. Leahy. 


Chicago Master Steamfitters’ Auxiliary 
Elects Officers 


The Women’s Auxiliary to the Chicago Master Steam 
fitters’ Association held its election of officers on April 
15. Mrs. Malcolm Buckley, the founder of the auxiliary, 
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was- asked by the nominating committee to accept again 
the office of president, which she has filled for two years. 
Mrs. Buckley, however, declined this honor. New offi- 
cers were elected as follows; Mrs. Fred Lamb, president; 
Mrs. F. Dilzer, vice president; Mrs. R. J. Tropf, secre- 
tary; Mrs. H. Allen, treasurer. These officers, Mrs. Magan 
and Mrs. Buckley will act as directors of the organization. 
The meeting was a most interesting one. Mrs. B. Moran, 
vice president, presented Mrs. Buckley with a beautiful 
hand-tooled portfolio, on behalf of the auxiliary. In 
the presentation speech Mrs. Moran expressed the grati- 
tude of the ladies to Mrs. Buckley for the initiative she 
had displayed in founding the auxiliary, and their appre- 
ciation of her successful leadership for two vears. Forty- 
two members were present at the meeting. 


Organize Auxiliary in District of Columbia 

The wives of members of the Washington (D. C.) As- 
sociation of Master Plumbers formed an auxiliary re- 
cently with twenty-four members. The officers of the 
organization are: Mrs. Fred W. Quinter, president; Mrs. 
Elmon Ewing, first vice president; Mrs. C. E. Rabbitt, 
second vice president; Mrs. E. E. Stacy, secretary; Mrs. 
George Cross, treasurer; Mrs. Frank A. Kerr, sergeant-at- 
arms. Other members of the auxiliary are as follows: 
Mrs. A. R. McGonegal, Mrs. Thomas E. Clark, Mrs. John 
M. Beane, Mrs. J. C. Flood, Mrs. E. W. Brown, Mrs. W. L. 
Gary, Mrs. W. L. Owens, Mrs. J. E. Lewis, Mrs. Arthur 
Snowden, Mrs. J. M. Hall, Mrs. F. W. Koehler, Mrs. H. C. 





Oméé@rs of the Women’s Auxiliary of the District of Columbia. 

Front row: Mrs. Carl E. Rabbitt, second vice president; Mrs. 

Krederick W. Quinter, president; Mrs. George Cross, “ Jr., 

treasurer. Kack row: Mrs. Earle E. Stacy, secretary (left) 

and Mrs. Eilmon J. Ewing, first vice president (right). Stand- 
ing: Mrs. Frank A. Kerr, sergeant-at-arms 


“slin, Mrs. J. E. Heffron, Mrs. D. H. Alsop, Mrs. Oliver, 
Mrs. H. A. Scroggins, Mrs. William E. Miller, Mrs. Col- 
lins, 


The members and the master plumbers who sponsored 
the new auxiliary adjourned after the business session to 
the refectory hall where refreshments were served, and 
funds to smooth the path of the new organization were 
presented by the master plumbers present. 

Meetings will be held on the first Wednesday of each 
month and a meeting was scheduled to be held May l, 
at which time future plans were to be discussed in detail. 


St. Louis Auxiliary Plans Educational Trips 

The Women’s Auxiliary of St. Louis, Mo., held a very 
interesting meeting recently in the auditorium of the 
Scruggs Store. The reports from the state convention 
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Back view of Type D Duplez Unit 
Heater. Baffle inserted between 
fans prevents short circuiting of 
heated air when one fan is down 


Note: 





Front view 


Two Fans per Unit 





~a New Feature 
of Importance 


ERE’S a unit heater adaptable for regula- 
tion with or without thermostats. 





For example, either one fan can be automatically 
controlled (the other fan operating continuously), 
or thermostats may be dispensed with entirely 
and one or both fans started or stopped manually 
as more or less heat is required. 


True, 50% heat control can also be accomplished 
with ordinary single fan units by closing down 
completely every other unit in the building. But 
the result is far different. It means spotty, 
uneven heating—too much heat in one place, not 
enough some place else. On the other hand, with 
these Clarage Duplex Unit Heaters, you have 
uniform warm air distribution throughout, 
whether you operate at full or half capacity. 


Low Price 


Look into this new Clarage development 
adaptable for all kinds of industrial heating. The 
advantage it offers will swing many jobs. And 
the price is extremely low —less than for two 
single units of equal capacity. Write for Bulle- 
tin, or ask to see a Clarage engineer. 


CLARAGE FAN COMPANY 
Kalamazoo, Michigan 


Sales Engineering Offices in Principal Cities 


CLARAGE 
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were given by the various delegates and the new state 
officers were introduced and given a big ovation. The 
officers of the state auxiliary are: Mrs. A. A. Zertanna, 
president; Mrs. J. Fowler, second vice president; Mrs. 
EF. Kuhns, third vice president, and Mrs. P. Gabelmann, 
corresponding secretary. These ladies are all ardent 
workers for both the state and local organizations, and 
the members of the auxiliary were glad to congratulate 
them upon their new honors. Mrs. William Kuehne, pres- 
ident of the St. Louis auxiliary, told of some interesting 
trips that she has planned in order that auxiliary mem- 
bers may be taken through the large industrial plants 
of the city. Mrs. Kuehne has established an educational 
department for educating members in the sanitary condi- 
tions of the city. Many trips to factories and city insti- 
tutions are being planned. Members who belong to the 
Parent-Teachers’ Association are also taking to that body 
the truth on the subject of sanitation. Plans for the 
national convention were also discussed at the meeting, 
and a picnic was planned for the month of July at the 
beautiful country home of Mrs. P. Gabelmann, on the 
Bourbois river. 


Form Auxiliary at Lawrence, Kans. 

The Women’s Auxiliary to the Lawrence (Kansas) Mas- 
ter Plumbers’ Association held its organization meeting 
afew weeks ago. Mrs. E. D. Hornbrook, president of the 
Women’s Auxiliary to the National Association of Master 
Plumbers, was in Lawrence to confer with Mrs. Carl Grae- 
ber, the new president of the Kansas State auxiliary, and 
to assist in the formation of the new auxiliary. Officers 
elected were: Mrs. Fred Shimmons, president; Mrs. Axel 
Olson, vice president; Mrs. August Dahlene, secretary; 
Mrs. Charles Shimmons, treasurer and corresponding sec- 


retary. Other members are Mrs. Carl Graeber, Mrs. Al 
bert Graeber, Miss Margaret Graeber, Mrs. A. E. Olson, 
Mrs. Vie Olson and Mrs. A. E. Woestemeyer. Mrs. Horn- 
brook, Prof. and Mrs. A. H. Sluss and Prof. and Mrs. Er. 
nest Boyce, of the University of Kansas, were guests of 
the auxiliary at the luncheon, which was served in the 
Colonial tea room at Lawrence. 


Makes Trip to Atlantic City 

A pleasant outing was recently enjoyed by the Wo- 
men’s Auxiliary of Germantown, Pa., when about twenty 
members of that organization took a bus trip to Atlantic 
City. The weather was delightful and the day seemed 
made to order. Everyone who took advantage of the op- 
portunity enjoyed every minute. Another affair planned 
was a card party to be held at the home of Mrs... Rich 
on April 22. Arrangements have been made to hold some 
kind of a social affair each month. Officers were recently 
elected as follows: President, Mrs. Enos Rich; vice presi- 
dent, Mrs. Ivan Lee; secretary and treasurer, Mrs. James 
VicStay. 

» 


Hold Annual Entertainment and Ball 

The Westchester County Master Plumbers’ and Steam- 
fitters’ Association held its annual entertainment and ball 
April 13 at Liberty Hall, New Rochelle, N. Y. 

Arthur Fuchs, secretary of the association, induced his 
little six-year-old niece, Mildred Nichols, to give several! 
aesthetic dance numbers. There were well over 300 pres- 
ent to enjoy both the entertainment and dancing which 
followed. Andrew H. Karl, of Mt. Vernon was chairman 
of the committee arranging the affair. He was assisted 
by Richard J. Holzer, John A. Quatroni, Arthur Fuchs, 
and Field Representative E. J. Sheppard. 















M-VB Lever No. 8 








THERE’S PROFIT IN REPLACEMENT WORK! 


Your town has its share of the many millions of closet tanks now installed. Each tank has a lever and ballcock and 
in time those parts will require repairs, or in many cases a new article will be required. 

Did you know that the M-VB Replacement Ballcock No. 1 will fit 
practically any tank made? That it will operate quietly and shut off 
under 225 pounds pressure with nothing more than the regular 4 x 5 
float? That plumbers in every state in the union have installed them? 
That the proof of this statement is the large percentage of reorders or 
initial shipments? 

M-VB quality and experience of 20 years standing in the Tank Fitting 
Field are built into this new ballcock. See your wholesaler. 


Made by 


SCOVILL MANUFACTURING CO. 


Morency-Van Buren Manufacturing Division 


STURGIS, MICHIGAN 


/ 


CLOSET TANK FITTINGS 
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Business ‘é hanges 


El Paso, Tex.—The House Heating and Plumbing Co., 
formerly located at 111 South Virginia street, moved re- 
cently to 116 North Eucalyptus street. 

Arlington Heights, Ill.—Malzahn and Goedke, plumb- 
ing and heating contractors, recently moved to South Vail 
avenue, where a formal opening was held. 

Lake City, Minn.—F. A. Brettschneider has purchased 
the Doermann building, into which he recently moved his 
plumbing establishment. 

Jenkintown, Pa.—E. G. Wheeler recently purchased the 
H. and A. Shaffer plumbing business from A. A. Savage, 
with whom he has been conducting the business since 
1926. 

Angola, Ind.—G. N. Bodley, who has been engaged in 
the plumbing business for over twenty-five years, has sold 
his business to C. L. Puffer, who will continue to operate 
from the former location at the corner of North Elizabeth 
and Gilmore streets. 

Kvanston, Iil—Conrad Schmeisser, who has been in 
the plumbing and heating business for 35 years, moved 
recently from his former location at 1715 Sherman ave- 
nue, to new quarters at 812% Clark street. He had been 
ocated at the Sherman avenue address for twenty years. 

Coraopolis, Pa.——E. J. Ewing has moved his plumbing 
business from Fifth avenue to new quarters at the corner 
of State avenue and Mill street. 

Grand Rapids, Mich.——A. J. Eagan, of 312 Bond avenue, 
has incorporated his plumbing and heating business, with 
a capital of $9,000, under the name of Andy J. Eagan, Ine. 

Mt. Carroll, Iowa.—Dwight Fickes, who recently bought 
the Smith Plumbing and Heating Co., has broken ground 
for an addition to his store building on Main street. 

Osceola, ITowa.-—H. A. Fouche moved recently to his 
new quarters in the Bollibaugh building on North Main 
street. 

Milwaukee, Wis.—-Frank W. Boelter has purchased the 
interest of Charles A. Grzmehle in the firm of Boelter & 





Top picture: W. F. Black of Enid and J. J. Cosgrove of 
Oklahoma City. Bottom picture: W. O. Heizer of Tulsa and 
A. E. Littlejohn of Bartlesville. Photos taken at the conven- 
tion of the Oklahoma State Association of Master Plumbers 
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“These Oil Burners 
paid for themselves” 


Vick Chemical Compa ny get “perfect satisfaction”’ 
with J ohuson Automatic Oil Burnin g Equipment. 


A high standard of efficiency has been set 
at the Philadelphia plant of the Vick Chemical 
Company where exacting temperature control 
is essential in the manufacture of Vick’s 
VapoRub. The superintendent of this factory 
writes: 

“We have used the equipment for about 
two years with perfect satisfaction, during 
which time the saving in fuel and labor alone 
has been more than enough to pay for the 
two installations, aside from eliminating all 
dust, and also the storage space for coal.” 

A size and type for every purpose 

in small homes, large buildings, factories 
and industrial plants Johnson Oil Burners have 
been enthusiastically endorsed. Each product 
is fully guaranteed—the result of more than 
23 years in the exclusive manufacture of oil 
burning equipment. 

Opportunity for dealers 


Some very valuable territory is open for dealers 
and distributors of the right calibre. Johnson dealers 
have the distinct advantage of selling a complete line 
of oil burning equipment made by one manufac- 
turer. Complete sales promotion. cooperation, mer- 
chandising and sales financing plans—all backed by 
a far reaching national advertising campaign. 


JOHNSO 


' li Wad, shii/4/ Ndeidd/y WOM \oada] WA) Side of) A WHO ; Wy 


Listed as Standard by the Underwriters Laboratories 
Member of Oil Heating Institute 


JOHNSON CoO. 
940-50 ARLINGTON STREET ° OAKLAND, CALIFORNIA 


ee 


ZA Send for this new book—IT’S FREE! 


“Today’s Opportunity,” tells how you can build a 
profitable and substantial business. It shows why 
the Johnson Franchise offers greater dealer profits. 
= write ““Today’s Opportunity,” please —on your 
etterhead or business card and your copy will be 
sent without delay. Address Dept. 529 J. 
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Automatic 
Stream 
Control 


A distinctive Halsey 
Taylor feature —water 
never too high, never 
too low — practical and 
chicient — SANI- 


TARY! 
Write for Catalog 


Halsey Taylor features of design do 
not sacrifice efficiency. Every type 
bearing the Halsey Taylor name is 
PRACTICAL. Sanitation is as- 
sured as well as maximum drink- 
ing convenience. Throughout the 
country, leading schools, public 
buildings and industries endorse 
these modern fountains. Get the 
full particulars! 


THE HALSEY W. TAYLOR CO. 
Warren, Ohio 


No. 
605 














HALSEY TAYLOR 


Drinki ng Sountains 
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| Grzmehle, Inc., plumbing contractors. The firm now op- 





erates under the name of Frank W. Boelter, Ine. 

Danville, I1.——John Milenski has moved his plumbing 
business from 120 to 117 South State street. 

Traverse City, Mich.—Arms & Cole, 122 Cass street, 
have incorporated their plumbing, heating and sheet metal 
business under the same name, with a capital of $36,000. 

Olympia, Wash.-—Robert C. Hannah has sold the busi- 
ness of the Hannah Plumbing & Heating Works to the 


P ; 
| Martin Hardware Co. 





Grand Rapids, Mich.—The Visser Plumbing & Heating 
Co., 860 Grandville avenue, has incorporated its business 
under the same name with a capital of $50,000. 

Seattle, Wash.—Jerry J. Ward and A. J. Wenzler have 
incorporated, with a capital of $20,000, under the name 
of Wenzler & Ward, at 2424 Fourth avenue. 

Stevens Point, Wis.—R. P. Steckel, engaged in the 
plumbing and heating business at 418 Elk street, has 
begun the erection of a building at 214 Arlington street. 

Hillsboro, Ore.——W. H. Huff has discontinued his plumb- 
ing and heating business. 


New Business “Ventures 


Martins Ferry, Ohio.—The Lally-Powers Co., plumbing 


_ and heating contractors, have opened offices in the Koehn- 


line building, Monument square. 

New York, N. Y¥Y.— With a capital of $10,000, the Wilkin 
Heating Co. has been incorporated to install and service 
heating equipment for domestic use. G. N. Jesse, 149 
Broadway, represents the firm. 

Marshall, Mo.—Max Ellingson has entered the plumb- 
ing business, and has established headquarters at 743 
North Lafayette street. 


Long Island City, N. Y¥.—William Eberhard and asso- 


| ciates have incorporated the firm of William Eberhard, 
_Inc., to operate a plumbing and heating contracting busi- 


ness. The concern is represented by W. J. Spalckhaver, 
attorney, Long Island City. 


Antwerp, Ohio.—-Clemmer & Monroe have entered the 


plumbing business and established headquarters on South 


Main street. 


Jamestown, N. Y.—H. L. Thomas has established a 
plumhing and heating contracting business at 343 Foote 


avenue. 


Toulon, Til—Hal Miller and Charles DeBord have 
formed a partnership, known as Miller & DeBord, to con- 
duct a plumbing and heating business from temporary 


quarters on East Main street. 





New York, N. ¥.—The Bauman Plumbing Co., recently 


incorporated by I. L. Bauman and associates, has plans 


under way for the establishing of a metropolitan plumbing 
business. The concern is represented by J. I. Krefetz, 
570 Seventh avenue. 

Los Angeles, Calif.—L. G. Hulse and Donald Moreau 
have engaged in the heating and ventilating business at 
1491 West Washington street, under the firm name of 
Hulse & Moreau. 

Hamilton, Ohio.—-William J. Hartman and Harry H. 
Denzler have formed a partnership to conduct a plumbing 
business under the name of the Hamilton Plumbing Co. 
The company is located at South Seventh and Ludlow 


| streets. 


| 


Rochester, N. Y.—The Wright and Alexander Co. has 
been incorporated with a capital of $11,000. It is planned 


|, to open a plumbing contracting establishment. The new 
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concern is represented by Mann, Strang, Bodine and 
Wright, Rochester. 

Buffalo, N. Y.—Christopher J. Rasp and associates have 
incorporated the firm of Christopher J. Rasp, with a capi- 
tal of $15,000, to operate a plumbing contracting business. 

Satanta, Kans.— J. R. 
Swink, Colo., and established a 
Satanta. 

Magnolia, Ark.—-S. F. Base recently established head- 
for his plumbing business on West Main 


Hathaway recently moved from 
plumbing business in 


quarters new 
street. 

Hastings, N. Y.—The County Heat Co. has been incor- 
porated with a capital of $25,000. It is planned to op- 
erate a plumbing and heating engineering and contracting 
business. The new firm is represented by J. J. Sinnott, 
attorney, Tarrytown, N. Y. 

Cleveland, Ohio.—-The Plumbing and Heating Service 
Co. was recently incorporated with a capitalization of 100 
shares of no par value. 

Buffalo, N. ¥Y.—The Independent Sanitary Co. has been 
incorporated with a capital of $12,000, to operate a heat- 
ing and plumbing contracting business. Organizers of the 
company are Samuel Keilly, Esther Keilly and Silvert 
Setron. 

Brooklyn, N. ¥.—Michael L. Colandone and associates 
have incorporated the firm of Michael L. Colandone to 
establish a plumbing contracting business. The concern 
is represented by D. Lieberman, 26 Court street. 

Lewiston, Ida.—J. J. Eichenberger has engaged in busi- 
ness under the name of Empire Plumbing & Heating Co. 

Rye, N. ¥.—wWith a capital ct $10,000, the 
Engineering and Sales Corp. has been organized, to deal 
in heating equipment. An up-to-date contracting and 
engineering department will be installed. A. Kannus, Jr., 
White Plains, N. Y., represents the new concern. 

Montesano, Wash.—W. E. Woodford has engaged in the 
plumbing and heating business. 


Ryeburn 


New York, N. Y.—With a nominal capital of 200 shares 
of no par common stock, S. Lerner, 233 Broadway, and 
associates, have incorporated the Burnside Plumbing Spe- 
cialties, Inc., to operate a plumbing and heating contract- 
ing business in the Bronx. 

Vancouver, Wash.—Braley, 
engaged in the plumbing and 
capital of $20,000. Incorporators are C. 
Lee and A. W. Douglas. 

White Plains, N. ¥.—John Arcidiancono has, incorpo- 
rated the firm of John Arcidiancono, Inc., with a capital 
of $10,000, to operate a plumbing and heating contract- 
ing business. 


Lee & have 


heating 


Braley, Ine., 
business, with a 
E. Braley, P. T. 
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Back row: D. T. Craft, A. R. Thompson, T. M. Rust, R. D. | 


Duell, R. Emanuelson. 

A. D. Rapp, T. L. Hutchinson, K. 

Photos taken at the recent convention of the Virginia Asso- 
clated Plumbing and Heating Contractors 


Bottom row: V. Stell, W. Ellington, | 
Bennett, all of Norfolk, Va. | 


| 
| 





Here’s the Greatest 


value ever offered! 


WATER SYSTEM 





WATERBOY 


“WATER BY WIRE” 





Homi a water system that’s every inch a Ip— 
built with the simplicity and the rugged 
durability which Ip alone offers—and priced at 
only $75 f.o.b. Dayton. 

The Ip Waterboy is backed by General Motors. 
It has proved its efficiency in start-and-stop tests 
equivalent to hundreds of years of service. It 
oils itself, runs itself, starts and stops itself. 

This improved water system is driven by a 
self-aligning, non-slipping V-type belt. It has a 
5 gallon pressure tank and delivers 225 gallons 
an hour against pressure. 

And this is just ove of the fast-selling, profit- 
building water systems in the Ip line. In addition 
to the shallow well models, there are Ip Deep 
Well Pumps ranging in depths from 22 feet to 
375 feet with capacities upto 880 gallons perhour. 
All are operated from either A. C. or D.C. current, 
any standard voltage or cycle. Ip Water Systems 
enable you to meet any demand. And every one 
has the in-built stamina that withstands years of 
service without overhauling and with a minimum 
of attention. No wonder they’re selling fast! 

Mail the coupon today for our proposition to 
dealers and details of our selling plan. 


DELCO-LIGHT COMPANY 
Subsidiary of General Motors Corporation 


Dept. Q-128, Dayton, Ohio 








ELECTRIC 


ATER 
SYSTEMS 


Products of 
General Motors 





DELCO-LIGHT COMPANY, 
Dept. Q-128, Dayton, Ohio. 

Send me complete information about the 2 dealership. 
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A $$$ 
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Fewest Possible Ww 


|| All of those working 

| parts likely to wear or 
i cause noise have been, 
\ as far as possible, elim- 
i inated from the Kala- 
mazoo Water Supply 





System. These that are 
| there, are protected by 
| @ bath of oil. 

Through your jobber or 


write us direct for full 
information and prices 


| NATIONAL WATER 
| LIFT COMPANY 
| 

| 


| | Kalamazoo, Mich. 
l 
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Tank Fittings of Quality 


1856 **MecSHANE” 10929 


The ORIGINAL Compound Lever 
Ball Cock. Elevated, Low-Down, 
Top and Bottom Supply Tank 
Levers and Valves. 


McSHANE 
BELL FOUNDRY CO. 
Baltimore, Maryland 
































No-Sol Floats 


are of the correct buoyancy to in- 
sure proper functioning; they have 
a heavy copper wall and a pat- 
ented spud which makes leaking 
cuvecn impossible. 
ASHER 
From your jobber 


The Ayling & Reichert Co. 


4037 N. Erie St. Toledo, Ohio 





























**SHEER COMFORT” 


Automatic Electric 


HEAT CONTROL 


Consumer’s Price 
$48.00 Installed 


H. M. Sheer Company 


Dept. DE Quincy, Illinois 

















New Trade Literature 


‘‘Prometheus, U. S. A.”’ 

Harper & Brothers have recently published a book en- 
titled ‘‘Prometheus, U. S. A.” written by Ernest Green- 
wood. The title is taken from the name of a Greek 
mythical character to whom the Greeks credited the gift 
of fire. Prometheus, according to Greek mythology, stole 
the first fire man had from the gods. 

In the book under discussion, the author starts with the 
conceptions which primitive men had concerning fire and 
how they embodied these ideas in their legends, myths 
and religions. He then traces the place fire has held in 
progress from the days of the cave to the present, and 
how, as a basis of civilization, it has contributed to trans- 
portation, agriculture, comfort, communications, construc- 
tions, etc. He then surveys the fuels with which man has 
been most familiar commencing with wood, going into the 
place which coal has had in the development of the United 
States and then taking up the discovery of artificial gas 
and the use of both artificial and natural gas. Going on, 
he takes up the history of oil, placing it from remote 
times to the present and showing how it has come into 
demand for the purpose of heating homes. He indicates 
that the use of oil and gas has made possible a degree 
of automatic regulation of heating plants which has had 
a substantial effect upon the idea of home owning because 
the home owner has been released from the drudgery con- 
nected with taking care of the heating plant. 

The author then touches upon the place of oil in 
connection with various industries and in connection with 
national defense, quoting Admiral Sims to show that all 
of the important navies of the world are now on an oOil- 
burning basis. The book concludes with some thoughts 
concerning the conservation of oil, and the contact the 
industry has had with politics and with the taxing ma- 
chinery of the country. 

The book offers a fine piece of educational work to place 
the home owner in possession of some facts in connection 
with the comfort made possible by the use of fuels which 
permit of greater automatic control and thus more free- 
dom for the householder from the work connected with 
maintaining a fire in the basement. 


Circular of Foxboro Co. 

The Foxboro Co., of Foxboro, Mass., is distributing a 
circular, entitled ‘“‘How Hot Is Hot,’’ describing its instru- 
ments for temperature control. An indicating and a re- 
cording thermometer are illustrated. 


Pacific Steel Boiler Corp.’s Circular 
A circular with the caption, ‘82,000 sq. ft. of boiler 
capacity in 1,400 sq. ft. of floor space,’”’ is being distributed 
by Pacific Steel Boiler Corp., of Waukegan, III. 


Circular of Hood Liquid Gauge Co. 

Hood Liquid Gauge Co., of Chicago, is sending out a 
folder describing its gauge, designed primarily for oil, but 
also used for measuring various other liquids. The gauge 
shows, it is stated, how many gallons of fuel are on hand, 
the rate of consumption, cost of fuel per unit, etc. 


Copper-Bearing Steel Pipe 

National Tube Co., of Pittsburgh, Pa., has just issued 
a bulletin entitled, ‘‘Copper-Bearing Steel Pipe.’’ The bul- 
letin is devoted to a discussion of the various types of 
corrosion, and the tests which have been made by the 
American Society for Testing Materials, on both copper- 
bearing steel and non-copper-bearing steel. The bulletin, 
which comprises ten pages, contains a series of photos 
showing tests. 
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We repeat the poem below because it’s spring and—and 
well, it’s spring and anything particularly nonsensical seems 
more so. It’s called 

REVENGE 
I wish I was a bird’s egg, ‘way up in a tree, 
A settin’ on my little nest, as bad could be, 
Aw’ long ’ud come a naughty boy an’ snatch me up with glee, 


Aw en I'd up and bust myself an’ cover him with me. 





FAMOUS SAYINGS OF THE EARLY GREAT 
Methuselah: The first hundred years are the hardest. 


Noah: It floats. 
Jonah: You can’t keep a good man down. 
Samson: I’m strong for you, kid. (Or, that’s my weak- 


ness now.) 

Cleopatra: You’re an easy Mark—Antony. 

David: The bigger they are the harder they fall. 

Columbus: I don’t know where I’m going, but I’m on my 
way. 

Qlueen Elizabeth to Sir Walter Raleigh: Keep your shirt on. 
TRADE WINDS. 





A COLLEGE EDUCATION PAYS 

Neighbor (angrily): Professor, I’m surprised to hear that 
your chickens have over the wall scratching up my 
garden. 

Professor (in his best classroom manner): 
can hardly be regarded as a phenomenon. Now, if your gar- 
den had come over the wall and scratched my chickens, I 
could have understood your astonishment. 

HAYSCO SPIGOT. 


been 


My dear sir, that 





THE FUGITING OF TEMPUS 
What time do we get to New York, George? 
We is due there at 1:15, unless you has set your 
Kastern time,-which would make it 2:15. Ob 
co'se, if you-all is goin’ by daylight savings time, it would 
be 3:15 unless we is an hour an’ fifty minutes late 
we is. 


Passenger: 
Porter: 
watch by 


which 


_ 





LOUDER—AND FUNNIER 

Some people wonder what a Mormon wedding ceremony is 
like. Perhaps it goes something like this: 

Parson (to groom): “Do you take these women to be your 
lawfully wedded wives?” 

Groom: “I do.” 

Parson (to brides): “Do you 
lawfully wedded husband?” 

Brides: ‘“‘We do.” 

Parson: “Some of you girls in the back of the room will 
have to speak a little louder if you want to be ineluded in 
this.” 


take this man to be your 





“SY” SEZ 
“So your boy is studying to be a druggist.” 
“Yes; he is attending a special course of lectures on soap, 
cigars, perfumery, drinks, city directories, telephone 
books, candy, fancy postcards and stationery.” 


soft 





Let’s hope that 
be permanent. 


if spring has another cold wave, it won't 


“SY” MARTIN, Owensboro, Ky. 





Probably the worst case of absent-mindedness which has 
ever come to our attention was that of a professor of one 
of our latter-day universities. One of his former students, a 
young lady of some charm, met him several years after leav- 
ing college. He had forgotten her. ‘Don’t you remember, 
professor, that you once asked me to marry you?” The pro- 
fessor showed sudden interest. “Ah, yes; and did you?” 





We mentioned the case to our wife and innocently re- 
marked that we would like to hear more of the professor's 
wife—-she seemed such a gem. Now our wife won't talk to us. 

.- Bs 
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The Invisible 
Patronage Attraction 





‘Oh, yes, Bob and I always stop at the Victoria. The food and 
service are perfect. But what appeals to us, after having knocked 
around the world so much, is that the rooms are always so warm 
and comfortable and we have never had that most annoying 
experience of no hot water, just when a bath is wanted. 


‘“‘You know I am interested in the Hospital at home, so I asked 
Bob to find out how this hotel managed to give plenty of heat and 
hot water. The Manager said it was because all radiators are 
equipped with Sarco Radiator Traps and Inlet Valves, and hot 
water is regulated by a Sarco Temperature Regulator. So I’m 
going to see that our Hospital is equipped with Sarcos, as we've 
had so much trouble with heat and hot water.”’ 


Small items, you say—just-right room temperature and plenty 
of hot water. True, perhaps, but these are two of the many things 
which go to make satisfied guests and tenants. 


And it is your attention to “little things’’ in the design and 
equipment of buildings that holds your customers and makes them 
recommend your services. 


Sarco Radiator Traps, Temperature Regulators and Packless 
Inlet Valves are in hundreds of buildings. Let us give you the 
names of installations in your vicinity. Then ask the owners about 
the Sarco. 


Send for Booklets, M-110, M-170 and M-60. 


SARCO CO., INC. 


183 Madison Ave., New York, N. Y. 


Boston Cleveland Pittsburgh 
Buffalo Detroit St. Louis 
Chicago Philadelphia 


Peacock Bros., Ltd., Montreal 


SARCO 


Radiator Temperature 
Traps Regulators 


Inlet 
Valves 
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Try It First 


Without Obligation 


We're so confident of the 
Martin Portable Vise Stand 
and Pipe Bender's ability to 
satisfy that we are willing 
to let you try it without 
obligation of any kind be- 
fore you buy. If you don't 
| find it worth every penny 
| asked for it and more, 


H. P. MARTIN & SONS teturn it at our expense. 
626 East 2nd St., Owensboro, Ky. 


PAINE 


. Flattened End Lag Screws 


| 
| 
| 
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Made in four sizes and furnished with bo!ts 
Yx3 oo ¥ex3e OM%xq) xs 
Will fit any standard lag screw shields of corresponding sizes 


Send for samples and prices 


THE PAINE COMPANY 


2949-53 Carroll Ave., Chicago, Ill. 79 Barclay St., New York, N. Y. 


Toledo Solderless Floats 


There is no solder used in the Toledo 
Float and only the pressed copper. In- 
dividually tested and guaranteed to 
. stay tight. 

From your jobber 

























REICHERT 2238 Smead 
FLOAT & Avenue 
TOLEDO, OHIO 


- MFG. CO. 


SCOTT 


A COMPLETE LINE OF 
BRONZE ~~ IRON-BODY 
VALVES 
- built 


ALUE for 
v lon 


life 
SCOTT VALVE MFG. CO. 


perrorr micnr 
*mMAXIMUM SERVICE PER DOLLAR’ 
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Bath a Day Movement 


New uses are constantly being found for the Bath a Day 
material, which includes the booklet, “The Story of the 
Bath,” and the buttons, stickers, 


window transfers and signs which 
carry in the familar black and 
orange the slogan, “A Bath A Day 
Keeps You Fit Every Way.” The 
figure at the left shows the num- 


ber of cities and towns in the United 

States in which “The Story of the Bath” has been used by 

the schools for classroom study. Where this has been done 

it has been the result of the effort of an alert master plumber 

or local association which recognized an opportunity for val- 
uable publicity. 


Recently a letter was received from G. H. Voigt, of Hol- 


gate, Ohio. He informed us that the merchants of his 


community were going to conduct a ‘‘Dollar Day”’ and he 
wanted something to make his part in the effort distinc- 
tive. 

For this purpose he asked that we send him some of 
the Bath a Day buttons which can be pinned to the lapel 
of the coat. He wanted five hundred for distribution. In 
addition we sent a big Bath A Day poster to be hung in 
the window of his store so that people would know that he 
was distributing the buttons and would associate his store 
with the Bath a Day idea. 

Every community offers various opportunities of this 
kind for publicity. Write us for full details concerning 
the Bath a Day Movement, and for a free copy of ‘‘The 
Story of the Bath.”’ 


Epigrams—Ffor Your Use 
Improving other people usually consists in trying to 
make them like ourselves. 
* a * 
A woman of thirty may talk like sixty. 
” bs oA 
Many preachers exhaust their congregation before they 
exhaust the subject. 


* * * 


Other people’s troubles interest them more _ than 


| yours do. 


* * * 


A noisy divorce is often the result of a quiet home 
wedding. 
* em ok 
Generally speaking, first friends last. 
* * ~ 
The debt a man owes himself is never outlawed. 
* * a 
Good intentions are sometimes too good to be true. 
+. * ae 
Some people aren’t interested in the horn of plenty 
unless it plays jazz. 
* ca om 


One curiosity is an unspoiled boy who has two grand- 


| mothers. 





* ~ ~*~ 
Even baseball fans can’t keep the flies off. 
* * » 


The lucky man at a wedding may be the one that loved 
and lost. 
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PATENTS 


Plumbing Department 


77,877. Lavatory. George Brain, Tiffin, Ohio, assignor 
to Standard Sanitary Manufacturing Company, Pittsburgh. 

77,896. Water Cooler. David H. Ebinger, Columbus, 
Ohio, assignor to The D. A. Ebinger Sanitary Mfg. Co., 
Columbus, Ohio, a corporation of Ohio. 























1,703,392 














77,917. Bathtub. Wallace Selligman, Louisville, Ky., 
assignor to Standard Sanitary Manufacturing Company. 

1,703,090. Fastener for Bathroom Fixtures. Herbert 
Ashfield, Brooklyn, N. Y. 

1,703,173. Water-Heating Apparatus. Marc Resek, 
fast Cleveland, Carl C. Rehmer, Cleveland, and J. Alger 
Dahlstrom, East Cleveland, Ohio, assignors to Perfection 
Stove Company, Cleveland, Ohio. 

1,703,392. Water-Cooling Device. 
Detroit, Mich. 

1,703,725. Closet Connection. 
lumbus, Ohio, assignor, by mesne assignments, 
Testite Company, a corporation. 

1,703,451. Base-Exchange Water Softener and Filter. 
Chester T. McGill, Elgin, Ill., assignor to Elgin Softener 
Corporation, Elgin, Ill., a corporation of Illinois. 


Clifford R. Elliott, 


John C. Cromwell, Co- 
to The 
































1,703,769. Drain Trap. George L. Joachim, Madison, 
Wis. 
1,704,023. Closure Means for Discharge Openings of 





DOMESTIC ENGINEERING 


193 





HESSLER 


~ Roof 
Flanges 






Jdid NOW! 








Roof have been 
enjoying a fine reputation for years 


fallen 


Hessler Flanges 


because they have never 


down on the job. 
The man who does the work likes to 
work with Hessler because there is 
no troublesome fitting or cutting 
to be done. Just take a hammer 
and drive it into place. 


Ask your jobber to supply you. 


H. E. HESSLER CO. 


Syracuse New York 
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SAVE YOUR MEN AND 
YOUR MONEY 


By using a ROGACO Portable Electric Pipe 
Machine your men can do more, and better, 
work, and you can make a greater profit on 
your contracts. 





| The ROGACO is an efficient machine, easily 


| and economically operated from an ordinary 
lamp socket. 


Write for catalog, list of users, and details of 
our deferred payment plan. 


ROBBINS, GAMWELL & COMPANY 
PITTSFIELD MASSACHUSETTS 
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Plumbing Fixtures. Lewis H. Stead, Los Angeles, Calif. 
1,704,051. Sanitary Base-Exchange Water Softener. 
Chester T. McGill, Elgin, Ill., assignor to Elgin Softener 
Corporation, Elgin, Ill., a corporation of Illinois. 
1,704,105. Bathtub Construction. John Sauer, Eagle 
River, Wis. 
. 1,704,198. Plumbing Fixture. Julius S. Judell, Mil- 
: waukee, Wis., assignor to The Milwaukee Flush Valve 
Company, Milwaukee, Wis., a corporation of Wisconsin. 
1,704,408. Drinking Attachment for Water Faucets. 
Joseph Rosay, New York, N. Y. 
1,703,861. Faucet Construction. Charles F. H. Bohn- 
hardt, Baltimore, Md., assignor, by mesne assignments, 
to U. §S. Industrial Alcohol Co 


























1,698,155.  Pressure-Release Valve. Parmer Dorsey, 
Wichita, Kans., and Robert D. McIntosh, River Forest, 
Ill., assignors to The Imperial Brass Manufacturing Com- 
pany, Chicago, Ill., a corporation of Illinois. 















. 1,698,342. Hot and Cold Water Single-Line Supply 
>. 
10 one pozen ee eeiioe 
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SOUTHINGTON 
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System. Chester T. McGill, Elgin, Ill., assignor to Reiter 
Company, Elgin, Ill., a corporation of Illinois. 

1,698,265. Water System. Charles F. Kettering and 
George A. Buvinger, Dayton, Ohio, assignors to Delco 
Light Company, Dayton, Ohio, a corporation of Delaware. 

77,402. Soap Dispenser. Charles H. Gage, Philadel- 
phia, Pa., assignor to Charles W. Young & Co., Phila- 
delphia, Pa., a firm composed of George F. Young and 
D. Wilson B. Young. 














1,697,966 


1.697 973 











77,442. Shower Head. Sherman Smith, Pittsburgh, 
Pa., assignor to Standard Sanitary Manufacturing Com- 
pany, Pittsburgh, Pa., a corporation of New Jersey. 


77,453. Faucet. Sherman Smith, Pittsburgh, Pa., as- 
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Distinguished for— 
Sturdy Construction 
Fine Finish 
Easy Application 


Identified by 
THE RED STRIPED BOX 


IN MFG. CO, 


CONNECTICUT 
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signor to Standard~ Sanitary Manufacturing Company, 
Pittsburgh, Pa., a corporation of New Jersey. 
1,697,862. Water-Heating Apparatus. Richard L. 


Geaslen, Chicago, III. 
1,697,966. Soldering Stand. James L. Rubel, Chicago, x HAN D- ‘FORGED x | 


Ill., assignor to Apex Stamping Company, Riverdale, III., a 
a corporation of Illinois. 
1,697,973. Water-Closet Seat. George Edgar Fisher, Buy them at your Jobbers 
Galt, Ontario, Canada. or from the Jobber’s Salesman 
1,698,386 Water Cooler. Charles S. Batdorf, Brook- 


, , e , _— ; _- -- ' 
lyn, N. Y. 7 = — 

















1,698,413. Thermostatic Valve Mechanism. Clarence en ee 
° P it id er ae “Tia , i 
H. Morrow, Cleveland, Ohio, assignor to The Hotstream mee? ey See 


ee SDA A} | Our display boards 
may be seen in 
the sales rooms of 
the leading jobbers 
everywhere. Buy 
from the samples 
correct shapes, 
hand forged. 



















































1,698,386. 1,698,596. 




















Heater Company, Cleveland, Ohio, a corporation of Ohio. When the Jobber’s 

1,698,596. Electric Water Heating. Lee P. Hynes, 
Albany, N. Y., assignor to Hynes & Cox Electric Corpora- 
tion, Albany, N. Y., a corporation of New York. 


Salesman 
calls, have 








1,699,761. Solder. James Silberstein, Wilkinsburg, him show you his 
Pa., assignor to Westinghouse Electric & Manufacturing Plomb Tool cata- 
Company, a Corporation of Pennsylvania. A solder com- log. Make your se- 
prising an alloy of silver and lead in the proportion of .25 lection from it— 
per cent to 5 per cent silver and the remainder lead and the Tools will be 
minor impurities and copper in the proportion of from delivered crcennt! 
.25 per cent to 10 per cent of the combined lead and silver P sited 
content, 
Heating Department Most complete line of Hand-Forged Plumbers’ 
™ and Steamfitters’ Tools made; some 
1,697,865. Regulating Valve for Pressure Control of items are shown below: 


Hot-Water Heating Systems. Arthur M. Hahn and Ar- 


thur W. Cash, Decatur, Ill., assignors to A. W. Cash Valve | Tm  » 
Mfg. Corp., Decatur, III. | . 


SOIL PIPE CHISELS—hand-forged from special steel. Hardened for 
difficult cutting. Also all other kinds of cold chisels. 











LONG CALKERS OR “‘IRONS’’—-all sizes, regular or narrow blade, ground 


concave. Pairs or singly. Also all shapes and sizes of plumber’s calkers. 





FLOOR CHISELS. ~-all sizes, long thin blade is hard special steel. Will cut 


nails and knots without injury. Very useful in rough work. 














OFFSET YARNERS— five sizes and lengths. For packing oakum in joints. 
Also full line spring yarning irons. 











a. ” . ; Send for Catalog of Complete Line 
1,697,887. Steam Trap. Leslie P. Strong, Lakewood, 


Ohio, assignor to The Clark Mfg. Company, Cleveland, | 1 PLOMB TOOL co. 

Ohio, a corporation of Ohio. @) 2209 Santa Fe Ave., Los Angeles 
1,697,965. adi > Rorni “e. ! 4 rers | \ 1146 W. Lake St.—Chicago 

97 5 Radiator Furniture John W Rogers, | 4306 36th St., Long Island Cite |N. Y. 

Frenchtown, N. J. 





1,697,997. Trip for Die Heads. Samuel F. Newman, | Immediate Delivery from Eastern Stocks 


Waynesboro, Pa., assignor to Landis Machine Company, | 
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If you start using 
Semler Drainage 
Fittings today 
and stop using 
them when you 
hear someone 
say that one of 
them fell down 
on the job, you'll 
be using them the 
rest of your life. 


SEMLER COMPANY «+ JEANNETTE, PENNA. 
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Stop Water Hammer With 


The STINSON Patent Equalizing Valve 


A system designed to prevent Water Hammer and any reaction 
in the water supply system in the building. If properly installed, 
the Stinson Equalizing Valve is guaranteed to completely and 
thoroughly remove any vibration in water pressure systems of piping. 

The Valve is made in sizes as conditions require. 

Stock sizes: 14, 1% and 2% inch. 

189 inch will take care of from inch to 1% inch supply. 

1% inch will take care of from \% inch up to 2 inch supply. 

2% inch will take care of from 2 inch up to 4 inch supply. 

Send rough sketch of piping in basement and I will advise you the 
proper place to install the equalizer. 


Robert Stinson, 1632 Forbes Street, Pittsburgh, Pa. 3 
RS EEE SE eMac M Meare aM seu Ai 
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Jus a Block or Two 
from Everywhere 
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HE Hotel Hollenden is ideally 

located for the convenience of the 

visitor whether he is in Cleveland 
on business or pleasure. Within a 
block or two of the Hollenden will 
be found the leaders in pratically 
every activity of the city. Just a block 
or two away are the theatres, the 
shopping centers, the banks, the 
Public Auditorium and the principal 
office buildings. Located right in the 
heart of things, the Hollenden has 
for decades served the requirements 
of the most discriminating visitors. 


You are cordially invited to 
make the Hollenden your home when 
you are away from home. The Crystal 
Dining Room and the Hollenden 
Coffee Shop offer a variety of good 
eating places. 

1050 Rooms - 1050 Baths 

300-Car Fireproof Garage 
Rates $3.00 upwards 
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In Oatand-Its 
THE HOLLENDEN 


THEO. DEWITT, Vice Pres. & Gen. Mar. 
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Waynesboro, Pa., a corporation of Pennsylvania. 
1,698,097. Steam Trap. Albert W. Honywill, Jr., De- 


| troit, Mich. 


1,698,103. Oil Burner. Albert W. Morse, Long Island 
City, N. Y. 
1,698,129. Oil Burner. Otto C. Gengelbach, West 


| Chicago, Il. 






































1,698.191.. 








1,698,164. Method of Producing Expansible Collapsible 
Elements. Harry C. Mallory, deceased, Bellport, N. Y., 
by Sue R. Mallory, administratrix, Bellport, N. Y.; said 
Harry C. Mallory, assignor, by mesne assignments, to 
American Radiator Company, Chicago, III. 

1,698,191. Thermostatic Control for Heating Systems. 
Benjamin F. Gaines, Charlotte, N. C. 

1,698,263. Oil Burner. Joseph Grison, Newark, N. J. 

1,698,328. Adjustable Clamping Frame for Ventilating 
Fans. John J. Duffie, New York, N. Y. 

1,698,350. Refrigerating Apparatus. Roscoe R. Stitt, 
Detroit, Mich., assignor to Stitt Refrigeration Company, 
Detroit, Mich., a corporation of Michigan. 

1,698,440. Refrigerating Apparatus. Joseph W. Jones, 


| New York, N. Y. 





1,698,561. Method and System of Heating. Lewis L. 
Ransom, Jersey City, N. J. 












































1,698,584. Pipe Skelp. Charles Fell, Elyria, Ohio, 
assignor to National Tube Company, a corporation of 
New Jersey. 

1,698,571. Pipe Hanger. Horatio P. Van Cleve, Cran- 
ford, N. J., assignor to J. Edward Ogden, Mountainville. 
ee 

1,703,682. Radiator Construction. Arthur B. Modine, 
Racine, Wis. 

1,703,894. Sectional Boiler. Charles F. Newport, Chi- 
cago, Ill. 

1,703,965. Refrigerating Method and Apparatus 
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Thomas Shipley, York, Pa., assignor, by mesne assign- 
ments, to York Ice Machinery Corporation, York, Pa., a 
corporation of Delaware. 


1,704,008. Apparatus for Controllably Regulating 
Temperature. John M. Larson, Chicago, Ill., assignor to 
National Regulator Co., Chicago, Ill., a corporation of 
Illinois. 


























1,704,014. Radiator. Clark T. Morse, Detroit, Mich., 
assignor, by mesne assignments, to American Blower Cor- 
poration, Detroit, Mich., a corporation of Delaware. 

1,704,353. Reamer Attachment for Die Stocks. Robert 
P. Tolen, Arlington, and John J. Carpenter, Kearny, N. J. 

1,704,370. Thermostat. Louis A. M. Phelan, Beloit, 
Wis., assignor to Absolute Con-Tac-Tor Corporation, 
Beloit, Wis., a corporation of Illinois. 





a . 


1,703,674 














1,703,084. Boiler. Homer Addams, Oswego, N. Y. 

1,703,447. Oil Burner. Siegfried Held, Chicago, IIl. 

1,703,548. Pipe Cutter. John Schultheiss, Baltimore, 
Md. 

1,703,673. Radiator-Vent Valve. Jesse L. Jacobus, 
Newark, N. J. 

1,703,674. Valve. Edward J. Kiley, Mansfield, Ohio, 


assignor to The Ohio Brass Company, Mansfield, Ohio, a 
corporation of New Jersey. 
5 

George Luedtke, president of the plumbing concern of 
Albert S. Dahl Company, Milwaukee, Wis., recently cele- 
brated his twenty-fifth wedding anniversary at his new 
home at 1939 Twenty-second street. 

Mr. Luedtke was formerly general superintendent of 
the Wenzel & Henoch Company, plumbing and heating 
contractors. 
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Are You Alert to the Profit Possibilities 


Advertising in House and Garden, House 
Beautiful, The American Home and other 
national magazines is creating a big demand (is 
for the ie 











Why not cash in on this demand and make a 
double profit on toilet installations? No 
duplication of stock. We guarantee perfect 
match with any color or decoration scheme. 
Old or new plumbing fitted perfectly without 
use of tools. 





Ask your jobber or write for catalog. 


KILLZUN, Inc., 2961 Tribune Tower, Chicago 











IDEAL DRAINAGE PUMPS 
and BASEMENT DRAINERS 


°6 
Capacity 3000 to 3500 Gallons 
Per Hour 


—— DETROIT 





Further Particulars Furnished 
Upon Request 


IDEAL PUMP COMPANY 
1202-04 W. Fert St., DETROIT, MICH. 
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We make no unusual 
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claims for FLAGG 
UNIONS. But we do say 
this, and it’s the truth, 
FLAGG UNIONS are 
GOOD unions. They will 
go on the line and do the 
work. 


STANLEY G. FLAGG & CO., Inc. 


1421 Chestnut St. 
Philadelphia, Pa. 




































The Breakers 


FR ON T 





ON THE OCEAN 


Atlantic Stty, Ww. J: 


PREFERRED ~ 


In all seasons by those who know 
and wish the best either upon the 
American or European plan. 





Sensible rates 
HILLMAN MANAGEMENT 
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LAZIFIED 


8 cents for each word including heading and address. Count seven words 
for keyed address. Minimum $2.00 for each insertion. One inch $4.00, 


-. 
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Situations Open 


LEADING BOILER AND RADIATOR 
manufacturer requires services of 
two branch managers and salesmen for 
Ohio territories and Pittsburgh. Ex- 
cellent opportunities for.capable men. 
Address Key 334, “Domestic Engineer- 
ing,’’ 1900 Prairie avenue, Chicago. 


WANTED—SALESMEN TO SELL 

electric pumps, calling on plumbing 
and heating trade for Western Suburbs 
of Chicago, South Chicago, Gary, East 
Chicago, Hammond, Whiting. Whole 
or part time. WEIL PUMP COMPANY, 
(chicago. 


REPRESENTATIVES WANTED IN 

leading cities to handle highest grade 
line of radiator shields and radiator 
cabinets. Our representatives earn 
$500.00 to $1,000.00 per month the year 
around, above expenses. Full selling 
plan furnished. Address Key 256, “‘Do- 
mestic Engineering,” 1900 Prairie Ave., 
Chicago. 














Situations. Wanted 


ENGINEER — PLUMBING, HEATING, 

ventilation estimator, Supt. Designer 
and Master Plumber interstate work 
specialized. 19 years’ experience. A-1 
reference. Address Key 326, “Domestic 
Engineering,’ 1900 Prairie Avenue, 
Chicago. 


PLUMBER AND FITTER WANTS 

work for five or six months. Will 
work reasonable. Surrounding states. 
J. L. CORNFORD, P. O. Box 96, Water- 
town, Wisconsin. 














PLUMBING AND HEATING SUPERIN- 

tendent and estimator, ffirst class, 
graduate Engineer, desires position. 
Available at once. Address Key 337, 
“Domestic Engineering,” 1900 Prairie 
Avenue, Chicago. 


Lines to Handle 
WONDERFUL MONEY-MAKING SIDE- 
line or exclusive proposition for 
salesman calling regularly and direct 
on plumbing dealers. Communications 
strictly confidential. KOIL-LES 
HEATER COMPANY, Geneva, Illinois. 








Lines Wanted 


LINES WANTED 
A corporation financially responsible, 
having ample warehouse facilities 
and offices located in New York City, 
desires additional products for sale 
to Jobbers of Plumbing and Heating 
Supplies in the Metropolitan Area. 
Address Key 339, “Domestic Engi- 
neering,’’ 1900 Prairie Ave., Chicago. 


MR. MANUFACTURER : 


When in need of real repre- 
sentation in Greater New 
York and North Jersey, get 
in touch with 


DRAKE & TILTON 


Manufacturers’ Representatives of 
Plumbing and Heating Materials 
66 West Eroadway New York, N. Y. 
“THE LIVE WIRE REPRESENTATIVES” 











; For Sale 


FOR SALE—-PLUMBING AND HEAT- 
ing business in live town in North- 
eastern Pennsylvania. Volume _ over 
$30,000.00 yearly. Will sell at a sacri- 
fice. Owner leaving Pennsylvania to 
take care of other business interest. 
Address Key 343, “Domestic Engineer- 
ing,”’ 1900 Prairie Ave., Chicago. 
FOR SALE—AN ESTABLISHED 
Plumbing business doing an annual 
business of between $20,000 and $25,000. 
Low overhead. Downtown location in 
live, growing industrial town where 
business is plentiful; business enjoys 
the complete confidence of townspeople. 
Will sell at inventory price due to the 
ill health of proprietor. Address Key 
341, “Domestic Engineering,’ 1900 
Prairie Avenue, Chicago. 














aT 


FOR SALE—OPPORTUNITY TO PUR. 

chase a going business, dealing with 
the manufacturing and selling of a 
plumbers’ specialty. This product has 
a large distribution, and is fully coy- 
ered by patents. An excellent addition 
for a concern already engaged in a 
similar business. For further particu- 
lars write Key 340, “Domestic Engi- 
neering,” 1900 Prairie Avenue, Chicago. 





FOR SALE—PLUMBING AND HEAT- 

ing business in good Missouri town, 
3,800 population. Good location: mod- 
ern show room; reason for selling, 
other interest. Address Key 342, “Do- 
mestic Engineering,” 1900 Prairie Ave., 
Chicago. 











Wanted To Buy 


WANTED TO BUY—-TWELVE 
slightly defective bath tubs on legs. 
Also one piece sinks in standard sizes. 
Address Key 338. “Domestic Engineer- 
ing,” 1900 Prairie Avenue, Chicago. 





Books for Your Trade Library _ 


THE TABLE OF ESTIMATED RADIA- 

TION. By Harry B. Perrigo. Gives 
the accurate amount of radiation re- 
quired for any size room. Computed 
from standard recognized rules and 
simplified to a degree that makes it 
readily understood by any man with 
even a limited knowledge of heating. 
Two tables—one for steam and the 
other for water—are printed in two 
colors on heavy celluloid—making four 
pages in all. Substantially bound. Size 
4144x7% in. Saves time and eliminates 
errors. Price, postpaid, $1.00. 


MERCHANDISING THE PLUMBING 

BUSINESS. By Karl W. Zoeller. A 
treatise on merchandising as applied 
to the plumbing and heating business. 
that should be read by every plumber, 
contractor or jobbing plumber. ‘The 
subject is completely covered by the 
twenty-six chapters, and in a manner 
making it interesting and easy to read. 
It contains many valuable suggestions 
on Window Display, Showrooms, Aé4- 
vertising, ete. No matter how large or 
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How is the horsepower of a tubular boiler deter- 
mined? What is a vacuum? What is evaporation? 








These questions and scores of others 
are given with clear, concise an- 
swers in “Questions and Answers 
on the Practice and Theory of 
Steam and Hot Water Heating.” 
Carefully classified to aid quick 
finding, these questions and answers 
will be put to every day use by 
the heating man. 


Substantially and attractively 
bound in cloth, this book will prove a 
valuable addition to your library. 
Send $2.00 to Domestic Engineer- 
ing Book Dept. and we'll post the 
book to you by return mail. 








What is buoyancy of a liquid: 
What is condensation? What 
is fluid friction? How are 
joints to be tested for leaks? 
What is a riser? 


DOMESTIC ENGINEERING 
Book Department 
1900 PRAIRIE AVENUE 


CHICAGO, ILL. 
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